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27 States Still Divert ‘Gas’ Tax Funds to Non-Highway Uses 
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States printed in red are those still allowing the diversion of gasoline tax funds to other than highway purposes. 
The figures in each state show the gasoline tax rates per gallon (these do not include federal and local taxes) 


Diversion of gasoline tax funds to other than high- 
way purposes has cost $85 million in money which 
should have been used to build and maintain roads in 
1948. Since 1924, the loss in highway funds diverted 
amounts to $1.7 billion. Although more states are pass- 
ing anti-diversion laws each year, there are still 27 states 
and the District of Columbia which do not have such 
legislation, and these states generally are charging 
higher gasoline taxes than the others. P. 30. 


Domestic Demand Vs. Production 


Year-end report by American Petroleum Institute 
reveals domestic oil demand in 1949 exceeded domestic 
production of all oils for the fir:’ time since 1932. Due 
to increased imports and increased inventories of fuel 
oil due to mild weather the first and last quarters of 
1949, supply (including current production and stocks) 
was more than adequate to meet demand. P. 26 


Hot Battle Over Taxes Expected in 1950 


A large-scale fight over taxes is sure to develop in 
the next session of Congress. President Truman wants 
revenue raised to balance the budget while an eco- 
nom: bloc on Capitol Hill wants to slash expendi- 
tures rather than increase taxes. Outcome of the 
battle will doubtless have much bearing on the busi- 
ness operations of most oil men. For a detailed dis- 
cussion of the various tax problems which will prob- 
ably come before Congress, see p. 19. This is third 
in series of articles ‘Your Stake in Congress.” 


Mobile Truck Tank Calibrator 


Major oil company explains how mobile truck tank 
calibration unit was set up and describes economies to 
be obtained by use of such units in the field. P. 36. 
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Pacific Coast Coal Company Heating Oil Division's fleet of diesel, 
stove and fuel oil trucks, serving major centers in the Pacific 
Northwest. 











— now using the New BRODIE BiRotor 


Every truck in Pacific Coast Coal Company's Seattle fleet is a modern 
up-to-date delivery unit equipped with Brodie Meters and Brodimatic 
Quantrol Printers. As one of the West's largest heating oil distributors, 
The Oil Division of Pacific Coast Coal Company has been a satisfied 
Brodie user for over 17 years. New loading rack facilities now under 


construction will include New Brodie BiRotor Meters—the latest de- 


Brodie BiRotor Meter velopment in the field of metering. Brodie BiRotor Meters insure 
equipped with : ahs ¥ : , 
Brodimatic Counter. maximum efficiency and top-level performance. For full details, write 





























or call your nearest Brodie representative today. 
ALL-STEEL 


Brople Bik” METERS 


RALPH N. BRODIE CO., INC. 61ST & LOWELL, OAKLAND 8, CALIFORNIA, U.S.A. 
Division Offices: CHRYSLER BLDG., NEW YORK CITY + 59 E. VAN BUREN, CHICAGO S ~ 7101S. SAN PEDRO, LOS ANGELES II, CALIFORNIA 
302 SOUTH PEARL ST., DALLAS 1, TEXAS - 271-9TH AVE. NORTH, SEATTLE 9, WASH. » REPRESENTATIVES AND STOCKS IN ALL PRINCIPAL CITIES 





























makes Ethyl research 
work harder for refiners 


Although Ethyl has one of the largest 
and most modern fuel-engine research 
laboratories in the country, we believe 
it takes a lot more than equipment to 
carry on worthwhile research. It’s 
the practical knowledge gained from 
twenty-six years of experience work- 
ing with both the petroleum and auto- 
motive industries that enables us to 
conduct research programs that really 
help the refiner. 

Today the Ethyl Laboratories are 
headquarters for data on the inter- 
related problems of fuels, engines and 
lubricants. More than 350 technolo- 
gists are employed in these labora- 
tories, and many of them are continu- 
ously engaged in investigating every 
phase of the over-all problem of how 
to get more power out of every gallon 
of petroleum refined and every pound 
of engine metal. And their laboratory 
findings are rechecked by extensive 
road testing at our Detroit and San 
Bernardino laboratories and in coop- 
erative tests with commercial fleets. 


*E 26 is Ethyl’s twenty-six years of experience 
in providing a complete antiknock service. comoune 


ETHYL CORPORATION, Cirysier Bldg, New York 17, N.Y. 


Products solid under the “‘ETHYL"’ trade-mark: Antiknock Comoounds Sait Cake. . . Ethylene Dichioride Sodium (metallic) 
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Chiorine (liquid) . . . Oil Soluble Dye . . . Benzene Hexachioride (technical) 

















Our Wish for 
L950 


Sales opportunities for all Fleet-Wing dealers and distributors 
will be expanded through our mutual efforts in production devel- 


opment, salesmanship and advertising. 


Our Resolution for 1950 


To do all in our power to deliver the maximum quality— the 


maximum value—maximum service—to all of those we serve! 


Our Conviction 


1950 will be the biggest year in the 26 years of Fleet-Wing’s history! 


FLEET-WING CORPORATION 


1438 MIDLAND BUILDING 
CLEVELAND, OHIO 


JOBBER 
BRAND 
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South Carolina Oil Jobbers, annua! jobber 
meeting, Columbia Hotel, Columbia, S. C 
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Ohio Petroleum Marketers Assn., annual con- 
vention and marketing exposition, Hotel 
Deshler-Wallick, Columbus, Ohio, March 7-9. DEPARTMENTS 
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TIME HAS 


for Our Company to 
Manufacturers in lowering 







This price is possible due to our 
reduced cost of materials, and by selling 
direct from manufacturers to consumer. 








5 ARRIVED- 


lead the Transport 
the consumers price 





Our price on standard 
5000 gallon tandem gasoline 
Transport built to specifica- 
tions below. Larger or smaller 
units priced proportionally, 
and all deliveries prompt. 





Specifications 
COVERING 5000 GALLON TANDEM TRANSPORT 


5000 galjons plus caliberation. 

3 compartments. 

Double bulk heads. 

Frazier tandem. 

18,000 Ib. Standard Forge or Timken axles. 
Dayton or 10 hole Budd wheels. 

9-20x7.5 wide base rims 

16 2x6” Westinghouse air brakes. 
8-10.00x20-12 ply, Ist: line tires 

Painted any color or colors. 

3” seamless tubing lines. 

2” discharge valves. 

1 basket type tire carrier. 

Frameless. 

Smooth skin construction. 

ICC lights in metal conduit. 

Sealed catwalk with full length overturn rails. 
Discharge from catwalk thru rear pipe ladder. 


2 hose tubes in side skirting. 

Channel bumper. 

Telescope landing supports. 

72” combination valve and tool box with double doors. 
Streamline skirting. 

12 months warrantee. 


FRAZIER TANDEM SYSTEMS, includes following specifications: 


Six point suspension. 
Less Maintenance. 
Needle bearing equalization. 
Easier pulling. 
Load equalization. 
Lower center of gravity. 
Designed for transports. 
* Frazier’s recognized Tailored engineering and experience is 
illustrated by the ever increasing demand. 


WRITE, WIRE OR PHONE FOR FURTHER DETAILS 


Springfield Body & Trailer Company 


1631 College St 


Phone 2-5526 





Sprin gfield, Whissou rt 
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FBI JOBBER QUIZ—Justice Department has apprised 
oil marketers at all distribution levels in the Boston 
area that they are to be visited by FBI agents seek- 
ing information about Sherman Antitrust Act viola- 
tions. Notice to the companies was by letters dated 
Dec. 20, soliciting the firms’ co-operation with agents. 
DJ’s move is believed to be preliminary to filing of 
some long-impending suits, perhaps exclusive dealing 
actions, against East Coast majors. 


HYDRAULIC VALVES LIFTERS — The adoption 
of hydraulic valve lifters on several makes of cars 
probably marks a trend toward increased use of that 
type of lifter, and introduces some problems for serv- 
ice stations. Since car manufacturers who use them 
warn that engine flushing may damage the hydraulic 
lifters, new instructions may be necessary to sta- 
tion operators. One company has given its dealers 
instruction on how to use a modified flushing tech- 
nique. Manufacturers of quick oil changers find they 
must make appropriate revisions in that part of their 
sales talk having to do with engine flushing. Even 
an oil filter manufacturer has had to issue a special 
warning pointing out the necessity of using only the 
right type of filter element on cars equipped with hy- 
draulic valve lifters. 


OPPOSITION FOR THOMAS—Leon C. “Red” Phil- 
lips, former governor of Oklahoma and twice chair- 
man of Interstate Oil Compact Commission, is being 
mentioned as candidate for U. S. Senate in next sum- 
mer’s election in his state. Sen. Elmer Thomas (D., 
Okla.), whose term expires next year, already has 
announced his candidacy for re-election. Mr. Thomas 
is author of a proposal to limit oil imports to 5% 
of domestic requirements. 


TANKER PRIORITY—High on the priority list of the 
Senate Commerce (Magnuson) Subcommittee for 1950 
is the question of what it can do to get the Navy out 
of the tanker business. The subcommittee, taking 
the same stand as owners of private American flag 
tankers, wants the Navy to cease operation of some 
55 large tankers and place them in the government’s 
“moth ball” fleet. This course, according to the sub- 
committee, would give the private tanker fleet a need- 
ed shot in the arm. One of the methods considered 
by the subcommittee is introduction of legislation spe- 
cifically barring the Navy from operating tankers with 
civilian crews, as it does in the case of the 55 ships. 
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LUBE SALE SHIFT — There is growing concern 
among many Independent jobbers in the Midwest 
over increased distribution of lube oils and greases by 
farm implement dealers. Until the shortage of 1947- 
1948, very few implement dealers bothered to handle 
oils and greases. But in many places now it is the 
exception to the rule when one finds an implement 
dealer who also is not in the lube oil and grease busi- 
ness. Many jobbers feel that unless the trend is 
changed their loss of sales will be felt more sharply 
in the future. They point out that there is no logical 
reason why implement dealers should be able to take 
away their business. Deliveries of lube oils and 
greases can and should be made easily by farm route 
drivers at the same time they make their regular de- 
liveries of gasoline and tractor fuel, they say. In the 
opinion of some jobber spokesmen, the reason imple- 
ment dealers have entered the field is that Independ- 
ent compounders, having lost part of the Independent 
jobber lube and grease market, have been forced to 
find new outlets for their products. 


THE PARADE GROWS—Willys-Overland, which re- 
cently revealed its new line of engines next spring 
will have higher compression ratio, has been experi- 
menting with ratios up to 8 to 1. However, new en- 
gines are expected to be about 7.5:1. This compares 
with a standard compression ratio of about 6.48:1, 
with 7:1 ratio engines optional in present models. 


LONG ROAD—Sen. Russell Long, the Louisiana 
Democrat who looks and talks like his father, Huey, 
apparently will try to take the lead in the fight 
against any legislative effort to upset the Circuit 
Court decision in the FTC-Standard of Indiana-De- 
troit case. His conversations during the 81st Con- 
gress vacation indicate that someone has sold him on 
the idea that the decision, despite the threat it con- 
tains for Independent jobbers, favors the ‘‘small busi- 
nessman” over the “oil monopolies.” 


JUST SCRATCHED—Demand for wax for commer- 
cial use is far from its peak in the opinion of oil men 
who have examined the possibilities of the market. 
For one thing, quantities of wax for packaging frozen 
foods are expected to increase annually for several 
years to come as home freezers are installed in more 
and more homes. For another, the wax-covered paper 
milk containers are continuing to grow in popularity. 











DO 


whats up at.. 





Yes, there is something afoot . . . something behind the extra 








twinkle in the Shell Jobber’s smile, the extra spring in his step. 
WHAT’S HE GOT THAT MAKES THE DIFFERENCE? 


could it be the CUSTOMER ACCEPTANCE 
of SHELL X-1O0O MOTOR OIL? 











Could it be because his dealers are so happy with Shell X-100, the first motor oil that 
counteracts acid action...that attacks the major cause of engine wear? Yes, could be! 


Find out for yourself why it pays to be the man who distributes Shell Products. Get in 
touch with the nearest Shell Office. 


SHELL OIL COMPANY 
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The drastic new 
. restrictions on 

Mr. Yocom the importation 

of dollar oil into 
the sterling markets of the world 
have some earmarks of being more 
than a mere development in keeping 
with the spirit and purpose of the 
Marshall Plan. 

These restrictions are being justi- 
fied by the British and other coun- 
tries of the sterling area on the 
ground of a need to save dollars. 
They note that a major purpose of 
the Marshall Plan is the balancing 
of dollar payments, so, having with 
our help achieved an excess of pro- 
ductive capacity, they defend as a 
natural result of the plan their pres- 
ent intentions of using that excess to: 


1. Take over in its entirety the 
fuel oil business being done in the 
sterling area by American or Ameri- 
can-controlled companies, and 


2. Reduce their takings of gaso- 
line from dollar sources by a size- 
able percentage. 


Practically speaking, this means 
cutting the American companies off 
from outlets for something like 
75,000 b/d of products. These con- 
sist not only of dollar oil but also 
of certain sterling oil produced by 
U. S.-controlled companies, the Brit- 
ish having mysteriously of a sudden 
reversed a wartime record of vigor- 
ous insistence to the contrary and 
ruled that production from the island 
of Bahrein, for example, is no longer 
to be regarded as sterling oil for 
sale as such 


* * * 


The British and the other sterling 
countries say, of course, there is 
nothing discriminatory or confiscat- 
ory about the restrictions at all. 
They say it is all right by them if 
the American companies want to 
continue serving their established 
markets represented in this 75,000 
b/d, the only condition being that 
they must, however, trade exclusively 
in sterling oil. 


What this adds up to, in substance, 
is placing the American firms in the 
position of becoming middle-men, for 
now, if they attempt to keep this 
business, they must deal in, say, ster- 
ling furnace oil purchased from 
Anglo-Iranian Oil Co. at Abadan. The 
price charged by AIOC as supplier 
would of course, determine their 
margin. Incidentally, in this connec- 
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WASHINGTON—By Herbert A. Yocom 


British Import Ban May Be More 
Than Result of Marshall Plan 


tion, a fact that perhaps ought. not 
to be ignored is that AIOC happens 
also to be a principal competitor of 
the American companies throughout 
the entire sterling area. 

Well, as the British view it, and 
as some people in government here 
also contend, this all may be a per- 
fect illustration of the Marshall Plan 
working as it is supposed to work, 
so perhaps the companies aren’t jus- 
tified in complaining that they are 
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being hurt. The argument runs that 
somebody was bound to get hurt; 
that this is just part of the cost of 
getting Europe off our back and onto 
her own feet again. 


The trouble, however, is that the 
British seem not only to have been 
restored to their feet at least inso- 
far as their oil industry is concerned 
but to be using same to tromp on 
our neck. Several things support this 
conclusion, but most of all the fact 
that this latest move appears of a 
pattern with earlier action which 
have seen the British, by methods 
frowned upon by our government, 
reaching out to corner, hog tie and 
bottle up oil markets all oyer the 
world. A case in point is the bi-lat- 
eral agreement which did American 
companies out of a $50 million an- 
nual business with the Argentine. 





Esso Standard 
is not only going 
to be suggesting 
to its dealers var- 
ious ways to improve their mer- 
chandising, but it also is going to be 
inviting their ideas in the way of such 
suggestions. 

The company tried making a special 
point of asking representative dealers 
in a recent meeting for their opinions 
along this line. So pleased is Esso 
with the results that it now feels it 
has a well-rounded pattern for dealer 
meetings which it plans to hold in all 
of its marketing divisions. 


Mr. Bjorkback 


In those gatherings, the welcome 
sign will be out for ideas, although 
the pattern isn’t likely to be changed 
materially. 

Esso devoted to the dealers one 
entire day of three set aside for the 
annual meeting of its merchandising 
managers. 

It invited 60 dealers of the Metro- 
politan New York area to meet with 
its full marketing management group 
in a New York hotel, telling them 
little more than that they could ex- 
pect something unusual. Every one 
of the 60 responded, and they didn’t 
send substitutes. 

The program was primarily in- 
spirational and informative. The prog- 
ress which the U. S., the industry and 
Esso have made since the turn of the 
present century was brought home 
to the dealers. 

They, keyed to the theme, “We’ve 
come a long way—there’s even MORE 


ATLANTIC COAST—By Raymond E. Bjorkback 


Dealer Response to Esso Quest 


For Sales Ideas Gratifying 


in STORE,” the suggestion was made 
that one certainty of the years ahead 
is ever-increasing competition, and 
that no business, large or small, can 
hope to keep pace without constant 
and informed sales effort. 

A man can be too close to his busi- 
ness and daily tasks to realize every- 
thing of vital importance to him that 
is happening, it was suggested also, 
and he should take time now and then 
to appraise his situation and the way 
changing circumstances are constant- 
ly affecting it. 


Specific means a dealer may ecm- 
ploy to improve his sales were recom- 
mended. But the recommendations 
were admittedly “neither new nor 
revolutionary.” Also, no attempt 
was made to show the dealers how to 
perform various operations about a 
service station. 


Esso president, Stanley C. Hope, 
made one of the talks. Others were 
made by L. E. Ulrope, vice president 
in charge of sales; E. H. Collins, 
general sales manager, and several 
other marketing management execu- 
tives. 

* * * 


Against a large backdrop showing 
a futuristic, push-button service sta- 
tion with robot attendant, a skit was 
performed to stress the idea that 
facilities can be expected to undergo 
some surprising changes—and to pave 
the way for a punch line: 

“We hope that the business never 
comes to the place where it’s run with 
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push-buttons because good business 
depends on salesmanship, and push- 
buttons will never take its place.” 


Throughout the day was empha- 
sized the company’s position that the 
supplier-dealer relation is that of a 
partnership—a 50-50 partnership. In 
this, the company’s responsibility is 
to give the dealer all the help it can 
in the way of product quality, cus- 
tomer research, effective advertising 
and sales promotion, station modern- 
ization programs, and the like, while 
the dealer must accept full responsi- 
bility for meeting his customers’ 
needs and properly reflecting the in- 
dustry he represents. 

All of this was preparation for the 
meeting’s climax: 


Esso asked the dealers if they felt 
the day away from their businesses 
had been of any value to them. It in- 
vited them to give their judgment of 
various 


portions of the program by 


completing a two-page questionnaire, 
and to criticize frankly. 

What was more, it invited them to 
say what they thought ought to be 
brought out in such a meeting, and 
what might well have been elimin- 
ated. 


The dealers’ response left no doubt 
that they believed the meeting well 
worth-while. That portion having to 
do with the supplier-dealer partner- 
ship concept was ranked particularly 
high. And suggestions as to pro- 
gram content came in number—from 
men who probably had been expecting 
to hear what Esso’s management had 
to say, but not to be asked for their 
opinions or ideas. 

Some of those ideas, incidentally, 
Esso now is adopting. 

The company’s marketing depart- 
ment can be pretty sure, too, that 
it is going to get even closer to the 
men it does business with than before. 





Frontier Refin- 
ing Co. of Den- 
Mr. Castle ver will have a 
precedent to 
study in putting into practice its 
newly announced policy of honoring 
the credit cards of all oil companies 
(See NPN, Dec. 14, p. 9). Two Mid- 
west jobbers, the Pokorny Oil Co. at 
Schuyler, Nebr., and the Blockton Oil 
Co. at Blockton, Iowa, have been hon- 
oring the credit cards of all com- 
panies for the past several months 
and report that the innovation has 
worked out very ‘satisfactorily. 





The Pokorny company, Nebraska 
distributors of Skylark gasoline, put 
the new policy into effect last June 
30 at its 15 retail outlets in and 
around Schuyler, Columbus, Howell, 
North Bend and several smaller com- 
munities. Since then charges have 
been made for customers from virtu- 
ally every state of the union and 
Canada. 

Adolph Pokorny, who with his 
brother, Elmer, operates the com- 
pany, said that credit losses have 
been exceedingly small. The company 
makes up its own charge account 
blanks and bills‘the customer direct. 
It markets Conoco motor oil and 
therefore its established credit cards 
are those issued by Conoco. But, Mr. 
Pokorny said, since starting the new 
policy six months ago the Skylark 
stations have made more charges on 
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2 Midwest Jobbers Already Are 
Honoring All Oil Credit Cards 


cards of other companies than on 
those of Conoco. 


“We have determined beyond doubt 
that this is a service that the cus- 
tomers appreciate,’ Mr. Pokorny 
said. ‘We have had many letters 
from various parts of the country 
from people who bought gasoline on 


credit at one of our stations telling” 


us that they think it an unusual 
service and one they would like to 
see more companies adopt. Many of 
them held credit cards from com- 
panies which do not market in this 
area and in some cases were unable 
to charge their purchases until they 
saw our signs. Some of them are a 
bit slow in paying up but so far we 
have had no appreciable losses.” 


* * * 


E. G. Menelaus, owner of the Block- 
ton Oil Co., which is the Iowa dis- 
tributor for Skylark gasoline, has 
been honoring all credit cards since 
Feb. 1, 1949, at 36 retail outlets 
scattered throughout southwestern 
Iowa in the towns of Bedford, Corn- 
ing, Creston, Panora, Hamburg, Line- 
ville, Winterset, Afton and Tabor. 

During the 11 months that the 
plan has been in operation, the 
Blockton stations have honored cred- 
it cards from every state in the union 
and losses have been less than 1%, 
Mr. Menelaus said. The customers 
are billed direct by the Blockton com- 
pany and the dealers are assessed 





no service fee. Frontier plans to 
charge its dealers a service fee, re- 
portedly starting at 6% and gradu- 
ating downward as the system be- 
comes more firmly established. 

“We have been greatly pleased that 
our credit losses under the plan have 
been so small and feel that the 11- 
month period has given us ample 
time to test the system and deter- 
mine that it will work satisfactorily,” 
Mr. Menelaus said. “What loss we 
do experience is due to the station 
attendant failing to record the cor- 
rect street address or the card holder 
moving and failing to leave a correct 
forwarding address. We see no rea- 
son for the credit losses to rise in 
any great degree. Our feeling is 
that the major companies have care- 
fully screened the credit card hold- 
ers and if they are good credit risks 
for the majors they should be for 
us. And that’s the way it has 
worked out so far.” 


* * * 


The Northwest Petroleum Assn. is 
in the midst of a philanthropic cam- 
paign which it hopes will result in 
contributions of more than $30,000 
to the Sister Kenny Foundation to 
fight infantile paralysis which has its 
headquarters in Minneapolis. All job- 
bers and dealers in Minnesota are 
collecting the 1949 automobile license 
plates for conversion into scrap. 

The plates were made of aluminum 
and three pairs of them make a 
pound. Aluminum scrap is selling 
for 10c per pound and the associa- 
tion hopes to collect a million of the 
1,250,000 plates issued this year. That 
would bring the oil men’s contribu- 
tion to the fund to more than $30,000, 
according to H. F. Horning, associa- 
tion secretary. 

Jobbers are urging all their dealers 
to participate in the drive and Mr. 
Horning said, virtually every service 
station in the state has large signs 
asking the motorists to turn in their 
old plates as soon as they obtain 
their new ones. Most dealers are 
urging their customers verbally to 
contribute. Participating with the 
Northwest Petroleum Assn. in the 
campaign are the Minnesota Automo- 
bile Assn., the Minnesota Motor 
Transport Assn. and the Minnesota 
Petroleum Industries Committee. 


* * * 


Indiana Independent Petroleum 
Assn., inc., is distributing free to 
members copies of a booklet telling 
how to inake out income tax returns. 
Entitled ‘““How to Prepare Your 1949 
Tax Return,” booklet offers “a quic': 
and accurate method to use for max- 
imum tax savings.” Developed by 
Research Institute of America, the 32- 
page publication advises taxpayers on 
which forms to use, how to fill them 
out, and provides checklists for the 
wage earner on deductible and non- 
deductible items. 

Message on front cover from 
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George W. Hofmayer, Indiana associ- 
ation secretary, recommends the new 
method of filling in tax returns as 
enabling user to get every tax saving 
he is entitled to. 

NPN readers may obtain single 
complimentary copies by writing to 
Members Relation Division, Research 


Institute of America, Inc., 292 Mad- 
ison Ave., New York City. For pur- 
chase of copies in quantity, readers 
should write for information. 

The Indiana association is also dis- 
tributing a 1950 Indiana Tax Calen- 
dar, showing dates taxes, reports, 
fees, petitions, etc. are due. 





Chief develop- 
ment in the oil 
industry on the 
West Coast this 
past year probably has been the re- 
turn of the prewar style rock ’em- 
sock ’em competition. Especially at a 
marketing level where station per- 
sonnel are hustling to get even any 
nickels that consumers have to spend. 

As signs of the times, take the 
signs themselves. During the year, 
an increasing number of = stations 
plugged quick oil changes. Seven 
minutes, six minutes, five minutes. 
Latest to appear in Los Angeles is a 
sign advertising a three-minute oil 
change. 

Take some of the _ serve-yourself 
stations. Since their inception, the 
stock phrase has been “save five 
cents’. A number have changed that 
to “save six cents”, and a few claim 
a savings of seven cents. 





Mr. Breese 


* * * 


Among the noteworthy develop- 
ments in the industry in 1949, in 
California, are the following: 

Surpluses—Early in the year, fuel 
oil surpluses mounted for the first 
time since before the war, posing a 
problem as vexing as the wartime 
shortages. By winter all petroleum 
products were being turned out in 
excess of demand, accentuating the 
problem and the competition. 


Slight relief was induced by the 
sale of some 6 million bbls. of fuel 
oil to eastern buyers. 

The majors have voluntarily cut 
back production and have tried to 
persuade Independent producers to 
curtail production. Standard: Oil of 
California cancelled all its purchase 
contracts and put them on a 24-hour 
basis in an effort to balance out sup- 
ply and demand. The company ob- 
served that it was cheaper and easier 
to store the oil underground than 
above ground. 

Self-service stations —- Serve-your- 
self stations continued to spring up 
and to flourish in Southern Califor- 
nia. While they are concentrated in 
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PACIFIC COAST—By Frank Breese 


Return of Stiff Competition 


Highlights 1949 Developments 


Los Angeles Basin, except the city 
of Los Angeles where they are ban- 
ned, some popped up in other com- 
munities from the southern border up 
to the San Francisco Bay area. Out- 
side Los Angeles, however, they are 
sparse. 

The growth has not been as sensa- 
tional as in 1948 when they bur- 
geoned like spring flowers. For one 
thing, not everyone has the capital 
outlay a slick super self-serve re- 
quires. Then there is the other thing 

an assured source of supply which 
not everyone with a self-service sta- 
tion can get. When gasoline flows like 
wine, as some think it soon will, that 
may be less of a problem. 


A protective society was formed 
to safeguard the interests of self- 
serve proprietors. Called the Serve 
Yourself Gasoline Stations Assn., Inc., 
it was organized to undertake a pro- 
gram of public relations, promotion 
and protection on behalf of members, 
numbering 105 in California and a 
couple of dozen in other states. 

Exclusive-dealing contracts — Cal- 
ifornia Standard’s appeal to the Su- 
preme Court was denied, so the com- 
pany was obliged to comply with a 
federal district court verdict outlaw- 
ing the “exclusive dealing” feature of 
the contracts. This means that Stand- 
ard’s dealers can buy and sell petro- 
leum products and TBA articles that 
are in competition with products 
distributed by Standard. While deal- 
ers have this freedom of action, there 
have been no reports of their doing 
anything about it. With competition 
becoming so intense, it is felt that 
operators will probably work pretty 
closely with the companies they 
represent, figuring they’ll get a better 
deal sticking to a single company. 

Still on the docket is the govern- 
ment’s exclusive dealing case against 
Richfield Oil, pending since 1948. A 
date for the case has not yet been 
set, and it seems unlikely that it will 
be heard before spring, even if a date 
is set soon. 

The issue is about the same as in 
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the government’s case against Stand- 
ard. This is tikely to be trickier, 
though, since it involves oral agree- 
ments. 

Doheny properties After Tide 
Water Associated’s stockholders voted 
against buying the oil-rich Doheny 
properties in San Joaquin Valley, 
Union Oil made a bid for the produc- 
tion. Through an intricate deal, Union 
Oil got it. So the high-gravity crude 
that Associated had been receiving 
for many years went to Union Oil. 

This was significant in two ways. 
Union Oil had been overloaded with 
low-gravity crude and in pressing 
need of higher-gravity crude. Then 
Associated recovered by working out 
a deal with Richfield which, says As- 
sociated, takes care of its needs. Once 
a buyer, Richfield now is an impor- 
tant supplier. 

Gasoline price signs—tThis is a side 
show. Under the terms of an amend- 
ed state law, service stations are not 
supposed to display signs advertising 
a savings unless the retail price is 
posted on the same signs. Many have 
complied; many have not. The state 
enforcement officers are getting 
ready to crack down on the dealers 
who have refused to alter their signs. 

This has been turned into a private 
struggle between the state enforce- 
ment agents on one side and _ the 
Serve Yourself Gasoline Stations 
Assn, on the other. 

Actually the law affects conven- 
tional stations as much as self-serves. 
The former, however, haven’t organ- 
ized to act jointly on this issue. 

* o * 

For the third time, self-serves are 
trying to get satisfaction from the 
Los Angeles Superior Court on the 
question of gasoline price signs. 

First, they sought a temporary re- 
straining order. That was denied. 
Then they petitioned for an injunc- 
tion to prevent enforcement of the 
price sign law. That was denied. 

Now they have submitted an 
amended complaint in an effort to get 
a constitutionality testing. This is 
now in the laws and motions depart- 
ment, awaiting a decision. 

Until action is taken on this, it 
may be that the price sign situation 
will remain unchanged. In Oakland 
last week, for example, a police court 
deferred judgment on a case against 
an alleged violator until the superior 
court issues an opinion. 


+ » * 


The California State Lands Com- 
mission now has permission from the 
Department of Interior to advertise 
for bids on tideland oil development 
in three areas, two at Huntington 
Beach (Los Angeles Basin) and one 
at Guadalupe (Santa Barbara Coun- 
ty). These are the first offerings 
by the state group since the U. S. 
Supreme Court awarded paramount 
rights to such lands to the federal 
government two years ago. 
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S. Dakota Jobbers Elect 20-Year Oil Veteran 


Jess Taylor 
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Jess Taylor, new president of the South Dakota In- 
dependent. Oil Men’s Assn., is a Texan who gradually 
migrated northward, meanwhile working himself up 
from service station attendant to the ownership of 
prosperous jobbing business in Sioux Falls. 


a 


3orn in Paris, Tex., Mr. Taylor moved to Soper, Okla, 
when he was a boy, attending schools there and late: 
the University of Oklahoma. In 1929, while traveling 
around looking for a job, he went to work as an at- 
tendant for a Sinclair Refining Co. station at Brainerd 
Minn. 

In 1931 he became a salesman for Sinclair, covering 
the iron range country of northern Minnesota. In 1935 
he took over the southern Minnesota territory with head- 
quarters in Rochester and in 1937 went to Sioux Falls 
as Sinclair commission agent. In 1943 he purchased Sin- 
clair’s holdings in Sioux Falls and has operated them 
since as the Taylor Oil Co. 


Mr. Taylor has been a leader among Independent job- 
bers of South Dakota ever since acquiring his own com- 
pany. He was elected to the association’s board of di- 
rectors in 1945 and became a vice president in 1946. He 
is a member of the API’s Marketing Committee. 


A renowned hunter and fisherman, Mr. Taylor makes 
two annual trips to Canada to stalk moose, bear and 
deer, and to angle for giant lake trout and pike. 

He is married and the father of five children, four 
girls and a boy, ranging in age from 3 to 13 years. 
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FIC Will Not Get DJ Help 
In ‘Detroit Case’ Hearing 


Group of State Independent Oil Jobber Associations, 
As Well as Indiana Standard, Expected to Oppose FTC 


NPN Staff Writer 


General counsel for the Federal 
Trade Commission will get no aid 
from the Department of Justice when 
it seeks in oral argument before the 
U. S. Supreme Court on Jan. 9 to 
have the FTC-Indiana Standard “De- 
troit case’’ decision sustained. 

In addition to being thrown on its 
own when DJ decided last week to 
stay out of the case, FTC may have 
to face the opposition of a group of 
state Independent oil jobber associa- 
tions as well as Indiana Standard it- 
self. The Indiana company appealed 
to the high'‘tribunal from the ruling 
of last March 11 in which the Seventh 
Circuit Court of Appeals at Chicago 
upheld FTC’s order of Aug. 9, 1946. 

Action on the part of the jobbers 
took this form: 

1. Empire State Petroleum Assn. 
asked permission to intervene in the 
case and to file a brief as a “friend 
of the court” opposing FTC’s posi- 
tion. Harry B. Hilts, secretary, said 
the association has retained William 
Simon, Chicago attorney and former 
counsel for the Capehart Committee 
in its basing point investigation, to 
prepare and file its brief. 

2. Eleven state jobber associations 
indicated a desire to join with the 
Empire State association in its brief. 

Associations which signified inter- 
est in subscribing to the brief were: 
Ohio Petroleum Marketers Assn., In- 
diana Independent Petroleum Assn., 
Wisconsin Petroleum Assn., Iowa In- 
dependent Oil Jobbers Assn., South 
Dakota Independent Oil Mens Assn., 
Illinois Independent Marketers Assn., 
Nebraska Petroleum Marketers, Flor- 
ida Petroleum Marketers Assn., Vir- 
ginia Petroleum Jobbers Assn., Penn- 
sylvania Petroleum Assn. and North 
Carolina Oil Jobbers Assn. 

* Action of the state jobber acso- 
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ciations supplemented that of the 
National Oil Jobbers Council, which 
late last May adopted a resolution 
asking Congress to give jobbers re- 
lief from what it termed dangerous 
implications of the Detroit case de- 
cision. 


The council took the position last 
May that, if the decision is allowed 
to stand, it will mean elimination of 
many jobbers and distributors and 
compel others to sell their products 
either exclusively through their own 
retail outlets or exclusively to Inde- 
pendent dealers. 


In addition to citing adverse ef- 
fects of the decision, the council 
asked Congress to amend pending 
basing point moratorium bills with- 
out delay so that the projected mora- 
torium would cover situations like 
the Detroit case (see June 1 NPN, 
p. 15). One association in the coun- 
cil, the Northwest Petroleum Assn., 
later asserted that it did not concur 
with the council position. 


Stated briefly, the ‘Detroit case” 
grew out of an FTC complaint chal- 
lenging Indiana Standard’s right un- 
der the Robinson-Patman Act to sell 
gasoline to four jobber customers in 
Detroit—Citorn-Kolb Oil Co., Stike- 
man Oil Co., Wayne Oil Co., and 
Ned’s Auto Supply Co.—in tank car 
quantities at a tank car price while 
it was supplying smaller quantities to 
several hundred retail service sta- 
tions in Detroit at the tank wagon 
price, which was 1.5c per gal. higher. 


Standard’s defense was that it 
made the lower price in order to re- 
tain the four jobbers as customers 
and to meet in good faith the equally 
low prices offered them by competi- 
tors. It also contended that “the pur- 
chases involved” were not in inter- 
state commerce. A further defense, 


that of cost justification, was not 
pursued in the lower court and thus 
was eliminated. 


When the Circuit Court handed 
down its decision upholding the FTC 
order it made one amendment (see 
March i6 NPN, p. 13) which, Stand- 
ard contends, left it two options: 


1. To cease selling to its jobbers 
in their wholesaling capacity and at 
the same time to its retailers in the 
same locality (that is, to the sup- 
plier’s retailer customers who com- 
pete with the jobbers’ own stations 
or the jobbers’ retailer customers), or 


2. If Standard continues to sell to 
its wholesalers and retailers in the 
same territory, either (a) to discon- 
tinue selling to wholesalers at a price 
different from that made to retail 
ers, or (b) to see to it that the 
wholesaler maintains Standard’s tank 
wagon prices in its resales where 
Standard knows or has reason to be- 
lieve that the wholesaler resells or 
intends to resell at less than Stand- 
ard’s posted tank wagon prices. 


Indiana Standard itself filed a 
brief in the Supreme Court last week 
in which the company contended that 
a victory for the FTC “will cause 
either the establishment of resale 
price programs by methods hitherto 
considered unlawful and uneconomi: 
or the unwarranted harassment and 
even liquidation of jobbers and re- 
tailers.” 


Places Jobbers in ‘Strait-Jacket’ 


FTC is accused in this brief of 
having placed jobber customers of a 
dual distributor such as the Indiana 
company in a “competitive strait- 
jacket” and thereby having acquired 
over them the “power of life and 
death.” 


If the Circuit Court decision is sus- 
tained, it asserts, these jobbers will 
“face the unhappy choice (1) of 
maintaining in their wholesale opera 
tions their suppliers’ tankwagon 
prices although many of their com- 
petitors will not be hampered by 
similar price restrictions; or (2) of 
changing suppliers in order to avoid 
the restrictions being brought about 
by this case.” 

At the same time, the company 
asserts that “no supplier in his right 
mind would embark upon a price 
maintenance system to see to it that 
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the wholesaler maintained the sup- 
plier’s retailer prices.”’ Agreement by 
the wholesaler to maintain prices 
would “doubtless be unlawful,” it 
continues, nor would the company it- 
self “be safe in establishing an es- 
pionage system over its jobbers and 
in ‘cutting off’ any wholesaler who 
does not maintain them.” 

Moreover, the high court is told 
that, under FTC’s order, the com- 
pany would have to cut off any 
jobber who met the lower price offer 
of a price cutter to a service station 
customer, or who matched the offer 
of a competitor to build runways, 
paint buildings, etc., for such a cus- 
tomer. 


Contends Small Business Hit 


Principal impact of the commis- 
sion ruling, says Indiana Standard at 
another point, “will be upon the 
small businessman, the jobber who 
has had the misfortune of handling 
the product of a dual distributor.” 


Major suppliers of gasoline, it adds, 
may in time adjust their operations 
to eliminate dual distribution, ‘‘per- 
haps by taking over the businesses 
of the jobbers whom they can no 
longer serve,” but “those jobbers who 
are eliminated or forced to seek a 
new source of supply or constrained 
to submit to a competitive strait- 
jacket will not share the equanimity 
with which the commission surveyed 
their unhappy lot.” 

Dual distribution may be main 
tained in the same region under FTC 
order, the company points out, “only 
if suppliers are willing to impose and 
jobbers are willing to suffer controls 
which may become competitive strait- 
jackets.” Then it adds: 

“What purpose can be served in 
requiring a wholesaler to maintain 
the dual supplier’s tank wagon price 
when other wholesalers of compar- 
able brands may cut the prevailing 
tank wagon price with impunity? It 
seems bootless to toss out the sug- 
gestion that petitioner (Indiana 
Standard) can avoid all price dis- 
crimination by selling to jobbers and 
service stations at the same price 
when it is obvious that such policy 
will entail the ‘liquidation of one or 
the other as customers. Equally boot- 
less is the futile saving clause in the 
order which allows a dual distributor 
to make a jobber discount represent- 
ing only due allowance for the sup- 
pliers’ iesser costs in purveying to 
jobbers than to service stations; the 
suppliers’ savings will not equate to 
the jobbers’ expense of performing 
the wholesale fynction plus the profit 
necessary for existence.” 


Brief Sets Forth Four Points 


Indiana Standard’s brief set forth 
four points in its argument: 
1. Meeting in good faith an equally 
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low price of a competitor constitutes 
a complete defense under Section 
2(b) of the Clayton Act as amended 
by the Robinson-Patman Act. 


2. Section 2(b) as interpreted by 
the Circuit Court is both indefinite 
and unreasonable. 


3. Paragraph in the Circuit Court’s 
order holds that a supplier in a given 
locality who sells to all retailers at 
a single posted tank wagon price 
and to all wholesalers in the same 
territory at a single tank car price 
is guilty of unlawful discrimination 
if he knows or ought to know that 
the wholesaler intends to sell to serv- 
ice stations at a price lower than 
the supplier sells to its own service 
station customers in the same terri- 
tory. Its amazing tendencies towards 
price maintenance and profit con- 
trol has met with widespread dis- 
approval. 


4. The Federal Trade Commission 
lacked jurisdiction in the case be- 
cause none of the purchases involved 
in the alleged discrimination was in 
interstate commerce. 


On the question of good faith, 
Standard asserted that until the 
present case ‘‘there was not the least 
doubt but that the good faith de- 
fense under Section 2(b) was full 
and complete and was unqualifiedly 
sanctioned by the administrators of 
the statute.” 

The Circuit Court’s interpretation 
of Section 2(b) “renders it empty 
and meaningless,” the company brief 
said, adding that its holding that 
“the good faith defense is unavail- 
able whenever there is injury to 
competition at the retail level or at 
a level other than the seller’s renders 
the defense unavailable in every 
price discrimination case.” This, 
Standard said, is in direct conflict 
with the language of earlier deci- 
sions. 


DJ Attitude Opposes FTC 


Standard asserted that the offi- 
cial attitude of the Department of 
Justice, “which has the major re- 
sponsibility for the over-all co-ordi- 
nation of the antitrust laws,” is pub- 
licly opposed to that of the FTC, 
maintaining that the good faith de- 
fense of meeting the equally low 
price of a competitor under Section 
2(b) “not only should be, but is, a 
complete defense.” 

Whether the good faith defense is 
always available or never available 
will be determined by the present 
case, the company said, asserting 
that FTC’s 1948 policy statement 
“recognizes that there is no middle 
ground.” 

Attacking the indefiniteness of the 
Circuit Court interpretation of Sec- 
tion 2(b), Standard’s counsel main- 
tained that a businessman must be 
given a reasonable idea of what it 





can and cannot do in applying an 
order which operates, “as does one 
affecting the right to meet a com- 
petitor’s lower price, upon the very 
nerve center of competitive activity.” 


Holds Order Unreasonable 


On the point that the Circuit Court 
order is unreasonable, the brief con- 
tended that restrictions imposed on 
Standard and its jobber customers 
cannot be imposed on many of Stand- 
ard’s competing suppliers and job- 
bers. 

“For example,” it said, “the court 
below (the Circuit Court of Appeals) 
recognizes that suppliers who dis- 
tribute in any given area at one 
price only through jobbers are not 
subject to the Robinson-Patman Act 
nor to the restrictions imposed in the 
instant case. . . Other suppliers who 
are beyond reach of the commission 
are the very substantial number who 
distribute gasoline refined in Michi- 
gan from oil produced in Michigan 
and whose sales in Michigan are 
therefore not in (interstate) com- 
merce. Other suppliers not subject to 
the restrictions of the order are those 
who might be able to prove that their 
lower price to jobbers represents only 
due allowance for savings in cost of 
sale and delivery to the jobbers in 
larger quantities or by different 
methods than to retailer customers 
in the same area.” The effect of the 
denial of Standard’s right to meet 
competitors’ prices must be surveyed 
in this~ background, the brief as- 
serted. 

Obviously, it continued, the order 
strikes primarily at dual distribu- 
tion in the same territory. It is only 
because Standard sells to two classes 
of customers in the same area, ad- 
mittedly at the going price to each 
of them, that the company in seek- 
ing to avoid restrictions of the or- 
der may find it necessary to discon- 
tinue dealing with one or the other, 
Standard said, pointing out that busi- 
ness which it might abandon cou!d 
be taken over by other suppliers on 
the same terms and conditions. 

Standard’s attorneys said they felt 
that it was doubtful that passage of 
a law barring such dual distribution 
would be found to be constitutional 
in the absence of a finding that such 
a system is injurious to the com- 
petitive system, pointing out that 
there is no such law or finding. it 
added that the unreasonableness of 
holding that Standard is deprived of 
the right in good faith to meet an 
equally low price of a competitor 
must be viewed in the light of these 
circumstances. 

“To deny this right in any case is 
questionabie; but to deny it in this 
case where the effect of the denial 
will be without benefit to anyone is, 
we submit, arbitrary and capricious,” 
counsel asserted. 
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U. K. Ban on Imports Feared as Move 
To Oust U. S. Oil Holdings Abroad 


Fears Arise From Way in Which India, Kenya and 
Australia Have Followed Lead of the British 


By NPN Staff Writers 


Fears are being expressed that the 
British are waging a deliberate cam- 
paign to oust American oil interests 
from important holdings abroad 
under the cloak of conservation of 
dollar exchange balances. 


This alarm arises from the man- 
ner in which India, the British Crown 
Colony of Kenya, and Australia have 
acted in following the United King- 
dom’s lead in cutting dollar fuel oil 
imports to the extent that sterling 
oil surpluses exist, and reducing dol- 
lar gasoline imports to one-third the 
current rate, on Jan. 1 (see Dec. 21 
NPN, P. 17). 


Whereas orders to U. K. importers 
were just to substitute sterling oil for 
dollar oil up to the indicated limits, 
the governments of India and Kenya 
have ordered importing companies 
not to take furnace oil from “‘Ameri- 
can-controlled companies” if “British 
controlled companies” can provide it. 


In this connection, the orders em- 
phasize that oil even from Bahrein— 
accounted sterling oil in the past— 
is to be considered dollar oil. 

The new Australian government re- 
portedly is following through on elec- 
tion campaign pledges to end gaso- 
line rationing, among other such re- 
strictions, by ordering importation 
of sterling motor fuel to the fullest 
extent possible. 

Imports of fuel oil to India by 
American controlled companies will 
be admitted if the oil has been pur- 
chased “outright” from British con- 
trolled companies, and oil purchased 
and imported by Standard-Vacuum 
from Abadan is to be regarded as 
sterling oil. But otherwise the rule 
is according to “company” and not 
just “dollar” source. 

Some American executives suggest 
that more is being read into the 
orders than is actually there, and say 
they hardly think the intention is to 
go beyond the pattern set for the 
U. K. 

One of these executives even sub- 
mits that the British and American 
conferees in the high-level talks going 
on in Washington may be “not too far 
apart” on the question of easing the 
impact of the British government 
order on American interests. 

But others see the U. K. order as 
the “easy start” on a deliberate pat- 
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tern of British oil conquest—first of 
American markets, then of their pro- 
duction holdings—with the moves in 
India and Keyna and Australia reval- 
ing the true purpose. 

“When American companies are 
frozen out of their markets,’ asks 
one executive, “what will they do 
with their productive holdings—and 
who’ll move in and take over? 

“I think it’s all part of a very large 
pattern.” 

The Indian government’s order says 
that “unavoidable practicable difficul- 
ty” in adjusting shipping programs 
and the like to meet the Jan. 1 dead- 
line will be taken into account. How- 
ever, it is pointed out, the amount 
of money which might be involved 
there is “peanuts” in contrast to the 
millions American interests have in- 
vested abroad which may be en- 
dangered. 

Also, slightly more than 100,000 
b/d of dollar crude and products was 
moving into the U. K. alone in the 
first nine months of 1949, with about 
30,000 b/d to 40,000 b/d of this 
shipped from U. S. itself, mostly in 
finished products. 

Heightening alarm among Ameri- 
can executives is the fact that 
virtually nothing has come (to the 
surface, at least) of the representa- 
tions which American companies have 
been making for months toward re- 
solving sterling-dollar difficulties. 
One American company advanced a 
plan to put itself on the same basis 
as a British company. This was dis- 
closed in November in imports hear- 
ings in New York. 

While the U. S. State Department 
at Washington expressed a.hope that 
“some adjustment” of the ban on 
imports from dollar sources could 
be achieved, there were no early in- 
dications of any progress being made 
in the negotiations with official rep- 
resentatives of the British govern- 
ment. 

The Washington conversations be- 
gan last week and were continuing 
this week, following an indication by 
the department to the British of “our 
concern at their present action and 
our desire. . . . to minimize any dis- 
locations which might be occasioned 
to the United States companies.” 

The British move had every pro- 
spect of bringing repercussions on 
Capitol Hill. For one thing, it lent 
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weight to the argument of domestic 
producers in behalf of a quota or 
higher tariff on foreign oil, as the 
restrictions could force U. S. com- 
panies into the position of having 
to rely increasingly on this country 
as an outlet for their foreign oil. Too, 
there was danger to the Marshali 
Plan itself and continuing large ap- 
propriations to European countries, 
including Britain, with which to ex- 
pand their plant capacity at the ex- 
pense of American businessmen. 

Industry reaction, though guarded 
was completely in opposition to the 
British action. Chairman Hallanan of 
the National Petroleum Council pub- 
licly labelled it as “discriminatory,” 
however, and proposed that considera- 
tion be given to it by NPC’s Com- 
mittee on imports. 


1949 Degree Day Total 
Remains Higher Than ‘48 


NPN News Bureau 

CLEVELAND—The 1949 heating 
season, Sept. 1 through Dec. 24, con- 
tinues colder (more degree days) than 
the corresponding period of 1948, ac- 
cording to NPN’s regular degree 
days* check of 14 cities in the East 
Coast, Midwest and Southeast areas. 
However, averages of these areas 
show 1949 to be generally warmer 
(fewer degree days) than normal**. 


Degree Day Summary for Sept. 1- 


Dec. 24 
East Coast 1949 1948 Normal 
Boston : 1665 1531 1853 
New York ‘ 1328 1280 1632 
Philadelphia . . 1300 1240 1489 
Washington . oa 1237 1241 1506 

Average . 1383 1323 1620 
Midwest 
Chicago .. 2008 1916 2128 
Cleveland 1882 1620 1964 
Detroit ...... 2077 1372 2099 
Minneapolis. i 2507 2444 2664 
Omaha . ‘eve a 1862 1966 2036 
St. Louis 1328 1318 1544 

Average .. 1944 1773 2073 
Southeast 
Birmingham, Ala ; 948 794 900 
Charleston, 8S. C 513 338 591 
Nashville, Tenn ; 1204 1114 1220 
Raleigh, N, C. . 936 859 1100 

Average . 900 776 953 

*Degree days are the number of degrees F. 
by which the mean température for any 24- 
hour period falls below 65 degrees. Thus a 
mean temperature of 50 degrees F. for a 24- 
hour period would equal 15 degree days. It 
is estimated that the average home oil 
burner will burn about a gallon of fuel oil for 
each three degree days. 

**Normal degree day figures are based on 
average temperatures from individual weather 
station files dating back to year records were 
first kept. 


Texas Oil Directory Ready 


R. W. Bryam & Co. has published 
new 1950 J'exas Oil Directory, con- 
taining names and addresses of per- 
sons currently producing and pur- 
chasing oil or gas, and including op- 
erators of cycling, carbon black, 
and repressuring plants, as well as 
refineries. Copies at $5.00 may be 
obtained by writing company at 
Drawer M., Capitol Station, Austin, 
Texas. 
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Freedom Valvoline Sold to Ashland 


Special to NPN 
FREEDOM, Pa.—Freedom Valvo- 
line Oil Co. has been sold to Ashland 
Oil & Refining Co. in a move marked 
by protests of Freedom’s officers 
that sale was forced by present-day 
inheritance and income taxes. Free- 
dom-Valvoline thus becomes an Ash- 
land subsidiary under an agreement 
calling for exchange of stock between 
the two companies, details of which 
have yet to be worked out. 


In a statement to employes at a 
Christmas party, Valvoline President 
Earle M. Craig and Board Chairman 
William G. Bechman, who own the 
greatest portions of company stock. 
asserted: “Higher and higher inheri- 
tance taxes, as well as income taxes, 
have meant that a business developed 
by an individual, or a small group 
of individuals, cannot be passed on 
to a second generation. ’ adding: 

“In the event of the death of any 
one of our principals, a sale of the 
company would be almost inevitable.” 

Under the agreement, Mr. Bechman 
becomes a director of Ashland, with 
Mr. Craig now Valvoline board chair- 
man, while Paul G. Blazer, chair- 
man of the board of Ashland, be- 
comes a director of Freedom. Re- 
vealing that Ashland “will continu. 
to operate Freedom-Valvoline as a 
separate organization,’ Mr. Blazer 
told NPN Dec. 27 that his company 
also ‘‘wul make a public offering of 
additional securities at an early date.” 

The addition of Valvoline to the 
“Ashland group of companies,” Mr. 
Blazer said, “will permit better inte- 
gration of all operations, both geo- 
graphically and in giving us ae broad- 
er range of refined products.” Fur- 
thermore, he pointed out that ‘“Ash- 
land, Freedom, and Aetna” (for re- 
cent Ashland-Aetna Oil Co. merger, 
see NPN Nov. 23, p. 15) “are all on 
the Ohio River, which will permit low 
cost transportation of products be- 
tween the three plants. Ashland has 
adequate catalytic cracking capacity 
to supply the companies with high 
octane blending stocks.” 

Mr. Blazer estimated that “Aetna 
and Freedom-Valvoline should add 
$25 million a year in sales to the 
Ashland group of companies,” and 
revealed that ‘‘our sales for the fis- 
cal year just ended” (Sept. 30) 
“were $103 million.” 


Counter Proposal Hinted 
On Mississippi ‘Gas’ Tax 


Special to NPN 

JACKSON, Miss.—-With immediate 
threat of a state gasoline tax increase 
for new roads program ended by ad- 
journment of special session of state 
legislature, tax increase opponents 
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in Senate are reported weighing an 
alternate revenue plan. 


This would call for earmarking for 
road purposes part of state’s revenue 
from sales tax on automobiles and 
other automotive products and for 
maintaining state highway patrol 
with general funds instead of high- 
way funds. 


Highway reform advocates suc- 
ceeded in enacting most of their pro- 
gram into law. A state-aid division 
was created in the state highway 
department, under direction of an 
engineer to be appointed by the gov- 
ernor. Counties are required to hire 
an engineer either separately or joint- 
ly with other counties, to develop 
plans and specifications under the 
state-aid system, and counties are to 
put up 10% in matching funds for 
whatever aid is allocated by the state. 


Also a state highway system of 
8,600 miles and a state-aid rural road 
system of 11,656 miles are designated. 


Self-Serve Sign Law Cases 
Hinge on High Court Test 
By NPN Staff Writer 

An El Cerrito, Calif., justice of the 
peace has ruled that Peter Gring 
and David Murphy, operators of the 
community’s only self-serve gasoline 
station, violated new state sign law. 
The statute compels service stations 
to post retail price of gasoline in 
numerals of the same size as an- 
nounced savings when the latter is 
displayed on a sign. 


The court fined the two defendants 
$100 each, but suspended sentence on 
the condition that they change signs 
to conform to the new law by Jan. 
10. Court, however, added a further 
condition, saying that if Los Angeles 
Superior Court decides in a pending 
test case that the statute is un- 
constitutional, defendants will be 
deemed not guilty. 


Serve - Yourself Gasoline Stations 
Assn., Inc., filed the Superior Court 
petition in Los Angeles, but no action 
has been taken by court as yet. 


Meanwhile, in Oakland, Calif., the 
case against Simas Bros. self-serve 
station for violation of the sign law 
was taken under advisement last 
week. The defendant entered a de- 
murrer and the court deferred judg- 
ment pending Superior Court ruling. 


In Washington, D. C., the district 
division of American Automobile 
Assn. met Dec. 20 with officials of 
the District Fire Department but 
took no stand on the self-serve ques- 
tion. It did, however, ask the de- 
partment to review its previous rec- 





ommeniation for banning such op- 
erations. The department last year 
recommended that the District Regu- 
lations Committee limit gasoline dis- 
pensing to owners, employes or other 
authorized persons, but the commit- 
tee has taken no action yet. 


District AAA asked that the de- 
partment “recall and reconsider’ its 
recommendation and requested that 
the club be given an opportunity to 
present its views should the Regula- 
tions Committee decide to promul- 
gate any self-serve regulations. 


Interior Secretary Lauds 
Coal Hydrogenation Tests 


NPN News Bureau 
WASHINGTON — Interior Secre- 
tary Chapman Dec. 23 said the gov- 
ernment coal hydrogenation demon- 
stration plant at Louisana, Mo., has 
recently completed a é continuous 
seven-week “break-in” run of con- 
verting coal tar oil and Wyoming 
coal to gasoline and other liquid 
fuels. 


This test, he said, is deemed partic- 
ularly important because it is first 
time in this country that any sub- 
stantial quantities of liquid fuels have 
been made from tar oil and coal by 
hydrogenation process. 


Basic plant used for test run, Mr. 
Chapman stated, proved sound and 
operable, and, with minor changes 
and adjustments, should be “useful 
tool” in the department’s synthetic 
liquid fuels program. 


Plant was designed to produce 200- 
300 b/d of liquid fuels from coal in 
two high-pressure steps with pressure 
release and fractionation of the prod- 
ucts between stages and at end of 
second step. First stage, called 
liquid-phase hydrogenation, a paste 
of powdered coal and heavy oil is con- 
verted by addition of hydrogen to 
mainly a synthetic crude oil. In sec- 
ond step, this crude is hydrogenated 
further to produce what department 
terms “high grade synthetic gasoline 
and other fuel oil fractions.” 


Mr. Chapman said detailed opera- 
tion and production data gathered in 
test run are available at department 
here. A wide variety of coals are to 
be tested at Louisiana plant in the 
future. 


NPC Manpower Parley Set 


NPN News Bureau 
WASHINGTON~—Meeting of Na- 
tional Petroleum Council’s Committee 
on Oil Industry Manpower, has been 
called for Jan. 19 here by Chairman 
W. W. Vandeveer for purpose of 
studying summary of returns to an 
industry questionnaire and preparing 
a final report for submission to next 
quarterly meeting of NPC. 
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Midwest Price Situation Is Basically Unchanged 


Despite Indiana’s Formal Dropping of Group 3 


HERE seems to be what may properly be describe«l 

as an unnecessary amount of confusion and discus- 
sion over the tank car market situation in the Midwest 
since the Standard of Indiana announced Sept. 12 that 
it no longer was using Group 3 tank car refinery prices 
as the basis for its tank wagon prices throughout its 
11 states. 


There is confusion naturally because this market leader 
for that territory, since the beginning of oil marketing 
out there, suddenly has made it necessary for its com- 
petitors and the price reporting mediums to walk to all 
its bulk plants and inspect its bulletin boards in order 
to learn what prices the Standard of Indiana is selling 
at. This is a bit of legalistic nonsense which we believe 
the Standard will get over one of these days. 


If the Standard, a@s market leader (a fact which it 
cannot deny) had not thus enveloped its current prices 
in this secrecy—for practically that is what it amounts 
to—but had gone about its business in a normal way, 
we doubt if the trade would have given a second thought 
to whether it had switched its price basis from Group 
3 to whatever it has now. In fact the writer, who some- 
times thinks he is abreast of current industry prices. 
thought the Standard had long since said it had disre- 
garded Grqup 3 and gone to using its own refinery 
points as its base for its markets. He was much sur- 
prised when the Standard’s announcement of last Sep- 
tember said differently. 


We still do not understand why the Standard of In- 
diana made any announcement of the change because 
obviously it had been meeting competition as it found 
it from many refinery, barge terminal and pipe line 
points, all of which had knocked Group 3 plus rail freight 
as a tank wagon price basis into a cocked hat years 
ago. Most any business man, we presumed, naturally 
figured that the Standard estimated a profit in wherever 
it sold and here were its prices against which its com- 
petitors had to compete. So what of it how the Standard 
figured the prices so long as its arithmetic was accurat> 
and it put a profit in every price? Certainly the com- 
pany is not losing money and certainly its competitors 
are not, so why the excitement over its philosophy so 
long as it is a philosophy of making a fair profit? 


The only people who may have some grounds for dis- 
cussing the subject are those who have used the market 
reporting mediums to declare the price in some of their 
contracts between refiner and jobber. But they have no 
cause to worry. As long as there are refineries in Okla- 
homa (Group 3) and other parts of the Mid-Continent 
and Middle West there always will be prices from them 
to report and Oilgram and NPN will print them. For 
some 30 odd years we've printed those prices—for Kan- 
sas, Arkansas, North, West and East Texas, as well as 
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Group 3. And as refineries have sprung up in other parts 
of the Middle West in the past 10 to 15 years, breaking 
away from Group 3—Michigan, Ohio, and terminal points 
on the Great Lakes—we've added prices for those mar- 
kets. 


Oklahoma (Group 3) prices may be of far less import- 
ance a few years from now, but their importance has 
been rapidly declining for many years anyway. In fact 
their importance has been way over-emphasized for a 
dozen or more years. It was about that many years 
ago that the Oilgram Price Service switched the prices 
in its market table labeled ‘“‘The Midwestern Market” 
at Chicago from brokers’ and refiners’ prices to just 
refiners’ and terminal prices in what it describes as 
the “Midwestern Area,” meaning from East St. Louis 
to and including the general Chicago refinery area. That 
territory contains great competition between highly im- 
portant suppliers and, we think, is far more representa- 
tive of the base price for the general Midwest area 
than are the relatively few prices from a relatively few 
refiners in Group 3 today. The Oilgram continues to give 
all the brokers’ prices in this St. Louis-Chicago area 
it can get but as they ship from all sorts of points 
outside that area and even to points outside the Stand- 
ard of Indiana territory, the Oilgram believes they do 
not belong in a price table devoted to refiners and ter 
minals so Oilgram publishes them separately in its mai 
ket leads. 


Other Factors Affect Group 3 Prices 


Other factors have greatly reduced the importance of 
Group 3 refinery prices in the Standard of Indiana ter- 
ritory. There has been the large development of rivet 
transportation from the big major and Independent re- 
fineries on the Gulf Coast, which for years has been 
such an important refinery center as to set the world 
price on crude and all its products and whose prices 
as reported by the Oilgram—are accepted by ECA as 
a guide for all its payments to Europe on petroleum and 
its products. 

Group 3’s importance also has been greatly reduced 
by the growth of pipe line transportation north, not only 
of crude but of products. There are few refineries today 
that could not, if they wished, get pipe line transporta 
tion for their products north and at the same rates as 
their competitors, and at modest additional investment 
for a connecting line. 

The day has long since passed when the refineries 
in Group 3-Oklahoma, and Group 2 Kansas and the other 
groups long since disbanded and in North Texas, and 
Louisiana, dominated the immense markets to the north 
of them. NPN and the Oilgram have continually re- 
ported this decline in percentage of sales and shipments 
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to Standard of Indiana territory and we have continu- 
ally reported to the industry the steady shrinkage of 
spot sales in the open market in Group 3-Oklahoma. 


Refineries Spring up in Other Areas 


With the great growth of refineries in the greater 
Chicago area has come also great refinery growth in 
Michigan, Ohio—especially at Toledo and Cincinnati—at 
Louisville, at Ashland, Kentucky and in Illinois. All of 
these have reduced the importance of Group 3 refineries, 
including the other groups in Kansas, North Texas and 
Arkansas and Louisiana, in the northern marketing 
areas. We do not wish to center any political attacks 
by oil producers on anyone, but our gamble is that the 
day may not be so far distant when a certain aggressive 
and constantly growing Independent refinery in Ken- 
tucky may be running some oil from the far-off Middle 
East as the company is heavily interested in an Inde- 
pendent company just starting to operate there with 
excellent prospects of developing big production. While 
American producers may object to such importation of 
Middle East oil, it is hard to imagine any marketers dis- 
tributing those products doing so. 


The oil industry is a whole lot different from what it 
was back in the days of Cushing, Drumright and many 
other big Mid-Continent pools which spawned several 
hundred small Independent refineries that gave such 
vigorous competition to the old Standard Oil Co. as to 
push it down from doing 85% of the business to about 
20% of the business and less than that in the more po- 
litically bolshevik states in the great Middle West. 


There has been much searching around and discussion 
for some magic formula that might be the index price 
for Middle West marketing since the Standard announced 
that it no longer based its tank wagon structure on an 
obsolete if not even a somewhat non-existent Group 3 
market—non-existent so far as supplying most of its 
territory is concerned. 


The question may well be asked whether the slavish 
adherence to Group 3 by many in the industry has not 
cost the industry a lot of money and been most unsound 
When a contract is based on the low of Group 3—or 
any other point for that matter—the seller in the con- 
tract says, in effect, he will supply the product at the 
price made by the supplier with the poorest sales or- 
ganization, who may be a confirmed price cutter; who 
happens to have the opportunity of flush crude from a 
new low-cost field; who has the least money with which 
to build storage properly to handle his output—in other 
words who is the dumbest kluck in the refining business. 
Is that the person that any sane business man should 
authorize to set the price in his contract? Yet that is 
what a lot of people have been doing in the industry for 
many years, not only so far as the Mid-Continent is 
concerned but even for other points in the country. 


Contracts Made on Individual Posted Prices 


In the last 10 to 15 years more and more refiners and 
suppliers have realized this and have been making their 
contracts on their own posted prices and then using the 
price reporting mediums to show that their prices are 
reasonably in line with the market. This has been true 
in the Middle West and also along the Atlantic Coast. 
This procedure is common sense and good business. And 
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it is fair to the buyer, for if there is a supplier who will 
gyp a buyer under such a contract he certainly is not a 
supplier with whom the buyer should have any dealings 
whatsoever. An oil jobber is a vital and most necessary 
part of the oil industry’s distribution system. The in- 
dustry would be far better off politically and maybe 
economically if there were more of them. Whatever sup- 
plier gyps these jobbers is only contributing to his own 
ruin. 


Now what have we today in Standard of Indiana ter- 
ritory that we did not have in August of this year? 

Everything except immediate knowledge of the prices 
at which the Standard sells tank wagon and those prices 
each competitor can obtain by sending the office boy 
down to the Standard’s local bulk plant. In fact, the 
chances are the competitors know the local manager 
well enough so they can get this information by phone, 
even though the legal department in Chicago undertakes 
to forbid it. 


Basing Its Price on Competition 


We also have the fact—since Sept. 12—that the Stand- 
ard admits it is basing its prices on competition and, 
presumably on its refinery FOB costs and not on Group 
3, but as Standard has been meeting this competition 
that was not based on Group 38 all these last 15 to 20 
years, the marketu ~ picture remains substantially the 
same. 

So what has the jobber today? 


Most have a contract with their supplier that is based 
on the supplier’s tank car posted price which the sup- 
plier justifies by reference to the Group 3 and other 
published prices. 

Group 3 prices will continue to be accurately reported 
by the Oilgram and we expect there will be prices made 
by Oklahoma refiners FOB their plants as long as they 
are in business. 


The jobber now knows, if he did not fully appreciate 
it before, that the Standard bases its own prices on 
competition, on the jobber’s price, though the Standard 
starts out with its cost plus a profit. 

This realization should give the jobber a greater sense 
of his responsibility for the profitableness of his own 
price. The local marketer, in an area smaller than the 
Standard’s 11 states, now must appreciate that if he 
cuts a price, or meets an alleged cut price, the Stand- 
ard’s declared policy is to meet that price cut because 
it can do so locally and without changing its prices 
over any wide area, perhaps not even in the next town 
five miles away, or in any suburb of Chicago if it meets 
a cut price in downtown Chicago. 

But this is no different from the price structure in 
other territories, territories where the “market leader” 
has not had'a Group 3 on which to base his prices: 
territory where for many years now the market leader 
has been meeting prices as it found them. Under such 
a competitive price structure policy we see that the In- 
dependent jobbers along the Atlantic Seaboard and even 
far inland, and up in New England and in New York 
state and Pennsylvania and Ohio have not only grown 
in size but greatly in numbers in the last score of years. 
In the distribution of home heating oil the jobbers of 
New England have figures to show that they not only 
have grabbed the bulk of the business but that their fuel 
oil gallonage far exceeds not only the fuel oil gallonage 
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of the majors but even exceeds the majors’ gasuline 
gallonage. 


Further evidence that the markets in the Middle West 
will not go to pieces and against the Independent mar- 
keter is the fact that the Independent service station 
dealers, since they were turned loose each to figure their 
own sales price back 15 years ago, have set their own 
margin in hot competition, and it has been a profitable 
margin according to all indications. Is there any reason 
to believe that the Independent jobbers in the Middle 
West have any less sense or business ability than their 
dealers who 15 years ago lost their “market leaders’? 


In fact, how many jobbers in the Middle West, 
thought like the writer, that the Standard of Indiana had 
abandoned the Group 3 basis years back ? 

The jobber started out this new era this last Sep- 
tember with a fair and profitable tank wagon price 
based on a tank car price. Neither has changed much 
in relationship. All the jobber needs to do is to see that 
it stays profitable, see that he does not unnecessarily 
cut the price, see that he does not listen to foolish ru- 
mors of competitors’ cutting the price, see that he al- 
ways figures his own price on a fair and profitable 
basis. The Standard of Indiana is in business to make 
a profit. It has the same costs as the suppliers of the 
jobber and alco as the jobber. It ships from substantially 
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the same points as are shipments to the jobber. The 
jobbers’ suppliers have done a pretty good job all these 
years of increasing competition in pricing their goods 
so as to permit the jobber not only to live but to make 
money. There is nothing in the present situation to in- 
dicate any change from that friendly supplier policy. 
If anything, it is our opinion the supplier is alert, and 
in the future will be still more so, to helping the job- 
ber to stay in business and at a fair profit, for, without 
the existence of strong and competitive jobbers, the 
major oil companies will have serious difficulty in fend- 
ing off government control. 


In the meantime the Oilgram and NATIONAL PETROLEUM 
NEWS will continue to gather and publish all the price 
information necessary for the successful operation of 
the oil jobber and of the industry, including prices from 
any new pricing points that may be established, also de- 
livered prices if they are generally adopted by the in- 
dustry. 





Comments on editorials are welcomed always. 
Please address comments to Warren C. Platt, 
National Petroleum News, 1213 West 3rd St., 
Cleveland 13, Ohio. 
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WASHINGTON—Present and po- 
tential markets for oil and allied 
products in each of 48 states and 
District of Columbia are indicated in 
a set of statistical reports released 
last week by Commerce Department 
covering first quarter 1948. 


Commerce says reports, entitled 
“County Business Patterns—Business 
Establishments, Employment and 
Taxable Payrolls,’ cover markets for 
generally all consumer and industrial 
goods and are designed to assist mar- 
keting men in: planning and apprais- 
ing geographical market potentials, 
setting sales quotas, analyzing indi- 
vidual areas, measuring sales effec- 
tiveness, locating weak and strong 
territories, and allocating advertis- 
ing expenditures by pointing out 
important areas of business and in- 
dustrial concentration. 


Employment and _ payroll data 
groups business firms under 158 in- 
dustry classifications for each state 
and for each of 426 larger counties, 
with same data being grouped for 
other smaller counties in nine busi- 
ness classifications, Commerce points 
out. Reporting units for each classi- 
fication are broken down into seven 
employe-size groupings. (Reporting 
units may consist of several establish- 
ments, and only those with employes 
covered by Federal Social Security 
provisions are included.) 

For example, 46-page report for 
State of Indiana shows that, in the 
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bulk tank stations classified as re- 
porting units were engaged in whole- 
sale business. These bulk plants had 
total employment (mid-March, 1948) 
of 5,612 and taxable payroll (January 
to March) of $4,441,000. Breakdown 
on reporting units is as follows: 0-3 
employes, 222; 4-7 employes, 80; 8-19, 
36; 20-49, 23; 50-99, 5; 100-499, 13; 
and more than 500 employes, none. 


As for retail service stations in 
Indiana, total of 2,743 reporting units 
are shown with employment of 7,432 
and quarterly payroll of $3,197,000. 
Employe-size breakdown is as fol- 
lows: 0-3 employes, 2,224 units; 4-7, 
425; 8-19, 80; 20-49 8; 50-99, 4; 100- 
499, 2; and none over 500 employes. 


In addition to state summary, re- 
port also breaks down data similarly 
for 13 larger Indiana counties. For 
other 80 counties, business classifica- 
tion is condensed from 158 to follow- 
ing 11 general groups— showing em- 
ployment for each, taxable payroll 
and employe-size breakdown; agri- 
culture, forestry and fishing; mining; 
contract construction; manufactur- 
ing; public utilities; wholesale trade: 
retail trade; finance, insurance and 
real estate; service industries; not 
elsewhere classified; and unclassified. 


A similar report is available for 
each of 47 other states, for District 
of Columbia (with Alaska and Hawaii 
data included) and summary report 
for entire U. S. Complete set of 50 


at price ranging from 15c (Arizona) 
to 40c (Pennsylvania), depending 
on size. U. S. summary (including ex- 
planation of all data covered in each 
state) is priced at 55c. 


Cities Service Reducing 
Funded Debt $41.5 Million 


NPN News Bureau 
NEW YORK—Cities Service Co. is 


reducing its funded indebtedness by 
more than $41,000,000 with proceeds 
of recent sale, for $35,000,000, of its 
remaining stock of Ohio Public Ser- 
vice Co., and a loan of $6,600,000 from 
the First National Bank of New York 
and J. P. Morgan & Co., Inc. 


Company’s directors last week 
authorized redemption of all its out- 
standing 5% gold debentures, ag- 
gregating $41,569,700 in principal 
amount. The debentures are due in 
1958, 1963, 1966 and 1969. Privilege 
of immediate payment will be ex- 
tended to all holders of the securities 
beginning Jan, 3, 1950. 

Company’s move is part of a pro- 
gram declared about two years ago. 
At that time, company said it in- 
tended to sell the electric utilities re- 
maining in the Cities Service group 
and use the proceeds to reduce its 
funded debt. 

Ohio Public Service was sold to 
Ohio Edison. That transaction leaves 
only one electric utility in the Cities 
Service group—Toledo Edison Co. 
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Drew Pearson's Tax Settlement Story Attacked 
By Mid-Continent Petroleum; Fraud Is Denied 


NPN News Bureau 
TULSA—-Mid-Continent Petroleum 
Corp. has categorically denied 
charges of tax fraud brought against 
it by Washington columnist Drew 
Pearson, who had alleged in his col- 
umn that a former Mid-Continent 
employe had “caught it making cap- 
ital expenditures for plant expansion 
during the war years and then charg- 
ing them up as ‘repairs’.” 

Richard H. Wills, company vice 
president and general counsel, hit at 
traud charge with assertion: 

“Contrary to Mr. Pearson's state- 
ment, the government’s proposal of 
settlement did not involve any fraud 
penalties, either appreciable or inap- 
preciable. If the proposal had involved 
any such penalty. Mid-Continent 
would have absolutely refused to ac- 
cept the proposal.” 

Internal Revenue Department  of- 
ficials in Washington said the case 
is a closed issue and that no fraud 
was involved. 

Mr. Pearson had alleged that a 
former company accountant had de- 
fied orders to destroy receipts and 
orders for improvements and _ had 
turned them over to the Treasury, a 
charge denied by Mr. Wills with the 
assertion: 

“In accordance with its usual and 
customary practice, Mid - Continent 
submitted to the Treasury representa- 
tive all its books and records, and 
it was complimented by said repre- 
sentative for the completeness therof. 
Until Mr. Pearson’s article, it has 
never been alleged that any official 
of Mid-Continent ever directed or au- 
thorized the destruction of any of its 
files or records, and there is absolute- 
ly no foundation for such claim.” 


A Matter of Interpretation 


Mr. Wills called the case “strictly 
a matter of interpretation of the 
federal tax laws,” stating: 

“Principally it involved the ques- 
tion as to whether certain expendi- 
tures which were made by Mid-Con- 
tinent in the years 1943, 1944 and 
1945 should have been charged to its 
expense account or to its capital in- 
vestment account. No Treasury repre- 
sentative has ever claimed that any 
of these expenditures were not actu- 
ally made. It was also admitted that 
Mid-Continent was entitled to take 
these expenditures as tax deductions. 

“If the expenditures,” Mr. Wills 
continued, ‘were properly chargeable 
to Mid-Continent’s expense account, 
it was entitled to deduct all of the 
expenditures in the year in which 
they were made. On the other hand, 
if the expenditures should have been 
charged to Mid-Continent’s capital 
investment 
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account, it would only 


have been entitled to take a part of 
the expenditure as a tax deduction 
each year. 

“Consequently, the only question 
was whether the total deduction could 
be taken in one year or had to be 
spread over a number of years. There 
is no unanimity of opinion between 
tax experts as to whether a particu- 
lar expenditure is properly charge- 
able to expense or capital ... Very 
frequently the tax authorities will 
take one position and the taxpayer 
the other, and the fact that the tax 
authorities reverse a charge from ex- 
pense to capital is no indication what- 
soever of any fraud.” 

Mid-Continent officials are con- 
vinced that some of the statements to 
tax officials were made by some dis- 
gruntled employe, possibly a trans- 
ient employed during period of high 
turnover of labor during war. 


Company books show that during 
the three years under question a to- 
tal of $4,306,502.78 had been charged 
to expense and repair account. Of 
this, Treasury agents questioned only 
$1,600,000, and after hearing on and 
examination of items listed, reversed 
to capital expenditure only $965,921.- 
90. Normal federal tax of 40% on 
this amount represents only $386,368.- 
76 plus interest, instead of the $6 mil- 
lion plus 50% penalty as charged by 
Mr. Pearson. 

Total settlement between Mid-Con- 
tinent and Treasury for the years 
1943, 1944 and 1945 was for $3,515,- 
923. This figure included, in addition 
to the matter discussed by Mr. Pear- 
son, other items on depreciation and 
depletion, involving the question of 
over what period of time the com- 
pany should amortize cost of certain 
equipment. It also included interest 
charges of up to 36% on the deficien- 
cy tax of 1943 and other interest 
charges for the other two years. An 
example of the items questioned by 
Treasury regarding capital expendi- 
tures is one which involved putting 
in a new foundation, a new floor and 
new supporting beams in a boiler 
house, at a cost of more than $100,- 
000. Company listed this as repairs, 
while government said expenditure 
improved building and should _ be 
listed as -capital investment. 

KANSAS CITY—Mike _ Seltzer, 
chief of the penal division of Internal 
Revenue Bureau’s Kansas City office, 
to whom the Mid-Continent tax case 
was sent, according to columnist 
Drew Pearson, told NPN last week 
that he “never heard of the case.” 

Frank W. Lohn, chief of intelli- 
gence for the office, also mentioned 





in Mr. Pearson’s column, could not 
be reached for comment. 

The Kansas City Star refused to 
publish the Pearson column after 
checking Mid-Continent’s side of the 
story, Managing Editor C. G. Welling- 
ton told NPN. 


Refinery Operations up, 
Heating Oil Stocks Drop 


By NPN Staff Writer 

The week ended Dec. .17 saw a 
marked increase in refinery opera- 
tions and heavy withdrawals of heat- 
ing oils from stocks, according to 
API. 

Crude runs to stills rose 155,000 
b/d from 5,234,000 b/d, including 
422,000 b/d of foreign crude, to 5,- 
389,000 b/d, including 538,000 b/d of 
foreign crude. Operations of report- 
ing refineries were up from 81.2 to 
83.6% of rated capacity. 

Sizeable gains were shown in pro- 
duction of four major products: gas- 
oline up 110,000 bbls.; kerosine up 
187,000 bbls.; gas oil and distillate 
fuel up 226,000 bbls., and residual 
fuel up 203,000 bbls. 

Gasoline inventories were increased 
by 2,344,000 bbls. to 108,490,000 bbls. 
Following declines in heating oil 
were noted: kerosine down 1,130,000 
bbls.; gas oil and distillates, down 
3,476,000 bbls.; residual, down 1,588,- 
000 bbls. 


In terms of days’ supply, heating 
oil inventories compares as follows 
with figures a year ago: 


Days’ Supply 
——Week Ended—— 


Dec. 18 Dec. 17 
Product 1948 1949 
Kerosine 62 59 
Gas oil & distillate fuel 57 69 
Residual fuel . 42 43 


In Texas, meanwhile, major impor- 
tance was being attached by West 
Texas oil men to a wildcat test that 
may extend Scurry County’s Canyon 
Reef production eight miles north- 
eastward into Kent County. Railroad 
Commissioner Ernest O. Thompson 
last week said development in Scurry 
indicates that instead of four pools, 
studies may prove them to be part 
of a single “giant, billion-barrel” 
pool. Engineers estimate, Mr. Thomp- 
son added, recoveries of 20% of oil in 
place, based upon 100 bbls. of oil 
per acre foot. 

Last week also saw Louisiana 
crude allowable for January boosted 
by 9,055 b/d over the December fig- 
ure. 


Oil Refining Dividends Drop 

WASHINGTON Publicly - re- 
ported cash dividends paid by oil re- 
fining industry during November de- 
clined to $9.5 millions from $9.9 mil- 
lions paid in same month last year, 
Commerce Department reported last 
week. 
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Major Clash on Boosting Taxes vs. Cutting Expenses 
Expected to Occur During 1950 Session of Congress 


Third in a series of four ar- 
ticles. 


Congress will clash headon in 1950 
with President Truman over taxes. 

Mr. Truman wants them raised. 
Congress, as all vote-conscious Con- 
gresses feel in election years, wants 
them lowered. 

The outcome will be a major test 
of the so-called Fair Deal. 

The President, himself, forecasts a 
deficit of around 5.5 billion between 
expenditures and revenues of the 
federal government during the cur- 
rent fiscal year. 

He wants higher taxes so the Ad- 
ministration can continue—and ex- 
pand—its domestic and foreign pro- 
grams. 

As opposed to this Administration 
view for balancing the budget with 
more taxes, an economy bloc on 
Capitol Hill, advocates slashed ex- 
penditures—-with no tax increase 
as the way to balance outgo with 
income. 

An outstanding spokesman for this 
concept of a balanced budget is Sen. 
Byrd (D., Va.). Certain to be in the 
thick of the tax-battle, Mr. Byrd pro- 
poses to cut the federal budget for 
the approaching fiscal year from 
$43.5 billion for the current year to 
about $36 billion for the 12-month 
period beginning next July 1. 


“To impose new taxes on the top 
of the existing burdensome and, in 
many instances, almost confiscatory 
taxation,” declares the Virginian, 
“would put us in a position where 
any minor business decline could eas- 
ily be accelerated into a major re- 
cession.” 


The oilman at all levels in the in- 
dustry has an overriding interest in 
the oncoming tug-of-war between 
Capitol Hill and the White House. 


Regardless of whether there is any 
major overhauling of the tax struc- 
ture, up or down, the conduct of his 
business may be changed. In lieu 
of a top-to-bottom revision of fed- 
eral taxes—such as the House Ways 
and Means Committee proposes - 
there is the possibility of piecemeal 
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legislation 
man. 

If he is a small operator—market- 
er, refiner, compounder, producer or 
transporter—he may get some tax 
relief. Not much, but some. 

If he heads a big corporation, he 
may face an increased levy on the 
higher brackets of his company’s. in- 
come. However, this oilman might 

just might—-get a break on accel- 
erated depreciation allowances to en- 
courage more capital investment. 

If he is a producer, large or small, 
he had better brace himself for an 
onslaught from the Treasury De- 
partment against the 27.5% depletion 
allowance. 

If he is expecting Congress to 
wipe out the 1.5c federal excise tax 
on gasoline, he likely will be dis- 
appointed, and, in turn, may” find 
himself fighting back an attempt to 
raise this levy to help pay for a tre- 
mendous expansion in the federal- 
aid highway program. 

And, if he is concerned about the 
tax-privileges of co-operatives, he 
probably will be given a lot of kind 
words but no action. 


vitally affecting the oil 


Social Security Tax Going Up 


In addition to these possibilities is 
the cold fact that one tax affecting 
practically all oil firms is going up. 
This is the social security tax. 

On Jan. 1, under the present law, 
employer contributions for social se- 
curity will be upped to 1.5% from 
present contribution of 1%. Employe 
contributions will be increased in a 
like manner. 

And a bill pending in the Senate 
it already has passed the House 
would boost these contributions even 
higher and expand coverage during 
the next 20 years. The rates ac- 
cording to this bill would be hiked to 
2% each for employers and employes 
in 1951, to 2.5% in 1961, to 8% in 
1965, and to 3.25% in 1970. The pres- 
ent law, if retained, would further 
increase the rate for employer and 

employe, alike, to 2% in 1952. 

The pending bill would bring under 
its provisions a large group within 
the petroleum industry who are not 





now covered by federal social secur- 
ity laws. These include _ self-em- 
ployed service station operators, 
commission ag@nts, and brokers. 

Because of the large number of 
people to be affected by the pending 
bill and because of the expectation 
that it will be a popular move 
particularly on the eve of congres- 
sional elections—-the Senate likely 
will approve the bill much as it came 
from the House. The President, of 
course, will sign it, as it jibes with 
his program. 

In the field of small business, all 
sorts of panaceas have been ad- 
vanced to give the little entrepreneur 
a lift. 


More Exemption for Small Business 

One that will receive probably the 
most attention of all would exempt 
from taxation by the federal govern- 
ment an initial portion of his income. 
The amount to be exempted has been 
suggested most frequently as $25,- 
000. But, there have been proposals 
to allow as much as the first $100,- 
000 in income to be earned tax-free. 

These suggestions may get power- 
ful support from legislators interest- 
ed in small business. One, Sen. 
O'Mahoney (D., Wyo.), has said he 
endorses such a move and that $25,- 
000 in tax-exempt income might not 
be high enough to offer real tax bene- 
fits to the little fellow. 

The Wyoming lawmaker, an ad- 
ministration leader in the Upper 
House and holder of great influence 
as chairman of the Joint Congres- 
sional Economic Committee, also be- 
lieves there should be some revision 
of the corporate tax structure so a 
small business can finance itself out 
of earnings, the same as large corpo- 
rations do. 


Ask End of ‘Notch’ Provision 

Another proposal, backed by small 
business organizations and by some 
in Congress, calls for elimination of 
the so-called “notch” provision. 

This provision—corporate income 
is taxed at 21-25% on the first $25,- 
000 earned, 53% on income from $25,- 
000 to $50,000 and 38% on all income 
thereafter—has been denounced re- 
peatedly by small business. 

The charge leveled has been that 
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the “notch” provision discourages a 
little fellow from trying to increase 
his income above the $25,000 mark, 
unless he is sure he can push it high 
enough above the $50,000 mark to off- 
set the 53% levy on so-called ‘‘middle 
income.” 


Other Aids for ‘Little Fellow’ 


Other legislative ideas put forward 
to help the small businessman in- 
clude: 

1. Permit him to set aside a certain 
sum out of his income in good years 
to help tide him over in bad years; 

2. Authorize more elastic provisions 
to take care of capital losses; 

3. Permit options as to whether the 
small firm deducts from annual in- 
come or capitalizes its expenditures 
for research and development proj- 
ects; 

4. Allow two-year ‘“carry-back”’ 
and five-year “carry-forward” of 
losses; and 
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5. Permit a faster rate of depre- 
ciation on new plant and equipment 
facilities. 

All of these measures will get 
strong vocal support, but the ones 
most likely to succeed are the pro- 
posals for exemption of the first $25,- 


000 in income and for repeal of the 
‘notch” provision. The others, of 
course, have a chance. 


Also sure to come in for some at- 
tention are the proposals by W. W. 
Vandeveer, Cleveland oilman, who has 
related forcefully how federal tax 
laws forced him and his partner to 
merge their former company—Allied 
Oil—with Ashland Oil in order to 
have available liquid funds to meet 
future taxes. 


Vandeveer Took Story to Congress 


Mr. Vandeveer personally brought 
his story home to Congress in an ap- 
pearance before a_ congressional 
group last November. 


He said the prospect of death-taxes 
brought himself and his partner face- 
to-face with the alternative of liqui- 
dating Allied Oil, which they built 
up in 23 years to a going concern, 
or of merging it with another com- 
pany. 

In addition to asking for defeat 
of pending legislation closing the 
doors of mergers to small business, 
Mr. Vandeveer urged Congress to 
take these steps to help the inde- 
pendent and small businessman: 

1. Require the government to re- 





Swinging Boom Services Planes Easily, Safely 





Service station for light airplanes located at the Napa County Airport 30 miles 
north of San Francisco. Built by Standard Oil Co..of California, the station has a 
swinging boom ds its fuel dispensing system. This allows quick access to planes 
all around the circular area and reduces to a minimum possibility of damage to 
the aircraft from the fuel hose or hose fittings. The circular design of the apron 
keeps planes out of each other's propeller wash and the curbing keeps the wings 
from contacting the station building. Pilots can obtain complete refueling and tire 
and battery service 
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duce its expenditures and live with- 
in its income; 

2. Tax all businesses alike, even if 
some (co-ops) distribute earnings as 
patronage dividends; 

3. Eliminate double taxation on 
corporate dividends; 


4. Revise tax laws to permit ac- 
cumulation of capital reserves from 
earnings; and 

5. Permit executors for part-own- 
ers in closed corporations to pay es- 
tate taxes at capital gain rates in- 
stead of “bracket rates.” 

Significantly, a high Administra- 
tion policy-maker and spokesman— 
Dr. John Clark, one of the three mem- 
bers of the President’s Economic 
Council—told another congressional 
committee: 

“Under our modern tax laws, the 
only way anyone can succeed in sell- 
ing assets—all assets—of a profitable 
corporation and avoid very heavy 
taxation is to do it through the proc- 
ess of final liquidation of the cor- 
poration.” 

All of which could mean that the 
Administration itself is concerned 
over the plight of single-owner or 
double-owner small corporations when 
the owner or partners begin to think 
of providing in the future for their 
families. 

From another source — Emil 
Schram, president of the New York 
Stock Exchange—has come a sug- 
gestion that revision of tax laws will 
give small and medium business an 
incentive to expand. He said the 
present tax structure has a tendency 
to make big businesses bigger and 
little businesses smaller. 

In the field of excise taxes, the 
President in his State of the Union 
message reportedly will call for re- 
peal of some wartime excises. Un- 
affected, however, would be the gaso- 
line and lube oils excise levies of 
1.5c and 6c per gal., respectively, as 
these two were set prior to the war. 


Might Boost ‘Gas’ Tax 


In fact, the oil industry—and the 
American motoring public—may be 
lucky if they don’t get an increased 
gasoline levy to pay for a proposed 
mammoth federal-aid highway con- 
struction program, which would cost 
an estimated $810 million annually. 


The federal government would need 
additional revenues to finance this 
program—it was advanced by the 
American Assn. of State Highway of- 
ficials and practically doubles the 
present program of $450 million an- 
nually in federal funds. 

To get this money, the Administra- 
tion might urge a higher rate on 
gasoline, and Congress might re- 
spond to the White House. Mr. Tru- 
man is said to feel that the elim- 
ination of some wartime excise taxes, 
which would include such as the fur, 
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WE HAVE WHAT YOU NEED 
For Positive Gallonage Control! 
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ON PIPE LINES 


Model 2 PL Rotocycle pipe 
line meter illustrated with 
straight reading 
register and tem- 
perature compen- 
sator. Made in 
four sizes for 
either high or low 
pressure service. 
A variety of reg- 
isters to suit any 
field requirement. 
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SALES BOOSTER and COST CUTTER... 


Faster, more efficient, more economical local delivery with Butler 
510 Truck Tanks enables you to go after extra business that you may 
have been missing — extra sales on lubricating oil, greases and other 
petroleum products. The long-life construction and latest safety devices 
reduce your maintenance cost, increase your profits. 


Butler engineering provides extra large can and cabinet space, plus 
850 and 1000 gallon tank sizes, in a truck tank that is compact and 
streamlined in operation as well as appearance. 


Butler Model 510 is rolling off the production line right now. You 
can have prompt delivery on orders received now. Full information will 
be sent on request. Mail coupon today. 


| BUTLER MANUFACTURING COMPANY 


KANSAS CITY, MO. oe GALESBURG, ILL. a RICHMOND, CALIF. 2 MINNEAPOLIS, MINN. 
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For Prompt Handling, Addrecs Inquiries to: 
Please send complete 7454 E. 13th St., Kansas City, Mo. 
information on: 954 6th Ave., S. E., Minneapolis, Minn. 
Dept. S, Shipyard No. 2, P. O. Box 1072, Richmond, Calif. 
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cosmetics, transportation and com- 
munication levies, must be offset by 
increased taxes on other items or 
services, which could include gaso- 
line. 

The federal gasoline tax provides 
one of the most lucrative sources of 
revenue for the federal treasury. It 
will bring in an all-time high of $501 
million in 1949, the Library of Con- 
gress Legislative Reference Service 
has estimated. 

Thus, the Administration views it 
as a bounty which, at least, should 


not be cut, and, perhaps, could be 
enlarged. 

As for the lube oil levy, which is 
estimated to net about $83 million 
for the U. S. in 1949, it likely will 
remain unchanged. 

There is little hope, too, for any 


change in other excise levies af- 
fecting the oil industry, such as the 
tax on tires and tubes, although the 
Administration already has suggested 
that the 3% rate on transportation 
of freight be repealed. 

One of the hottest tax battles of 


Step-UP packaging output 
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FMC NON-SHOCK CASER 


. .» handles up to 480 Cans 
per minute 


This is the first casing machine on 
which you can get high speed (with 
resulting increased output and decreased 


production cost) without damage to cans. 
The cans travel standing upright; there is no 
rolling or sharp impact between cans. Denting 

and leakage of oil at closure seams are eliminated. 
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NEW “7 Retain 


20-POCKET PLUNGER FILLER 
...» fills up to 350 Qt. Cans per minute 


Now you can get Speed With Safety because 
the production output of this new 20- 
Pocket Filler has been increased without 
speeding-up the filling operation of the 
machine. All cans are accurately filled. Oil 
wastage is reduced. Clean packages are 
delivered to the closing machine. 

Other fillers to meet any production requirement, and suitable 
for any grade of oil or anti-freeze, are available in our complete 
line of filling machines. 
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the year may develop over the 27.5% 
depletion allowance if the Treasury 
Department goes ahead with reported 
plans for seeking a _ reduction to 
around 10-15%. The chief attack 
against the present rate would come 
during hearings by the House Ways 
and Means and Senate Finance Com- 
mittees involving a general review of 
all mineral depletion allowances. 


Main objective of this study by 
the two congressional groups is to 
see if something can be worked out 
to establish uniform treatment of 
these allowances. 


The allowance now in effect af- 
fords the owner of an oil well an 
exemption from federal income taxes 
on the first 27.5% of the income 
earned from the well’s production. 

In 1942, the Treasury Department 
made its last major assault on the 
27.5% depletion allowance. At that 
time, the department contended that 
the allowance should be eliminated 
completely. 

Other agencies in government have 
thrown out the idea that, perhaps, 
the tax structure should be changed 
to allow the owners of producing 
wells to earn, free from all federal 
income taxes, an amount equal to 
the total cost of finding and develop- 
ing the wells. 


Then, according to this idea, the 
owners of wells would be subjected 
to the same corporation income taxes 
as any business enterprise. In other 
words, this proposal would permit 
earning of 100% of development and 
drilling costs without taxes. After 
that, there would be no depletion al- 
lowance. 


Don’t Expect Much on Co-Op Taxes 


On another issue—the question of 
whether co-operatives should be al- 
lowed tax-exemption privileges 
there undoubtedly will be much sound 
and fury. Many congressmen will 
orate at length on the dire conse- 
quences of tax-free co-op competi- 
tion with small business. 

But nothing will be done if past 
performance is a reliable index. 

Co-operatives list their 
ships in the millions. 
men and the Administration know 
this. They won’t take the risk of 
antagonizing these numerically-pow- 


member- 
The congress- 


erful purchasing and marketing 
groups. 
This same political consideration 


will be exhibited in regard to prac- 
tically all tax matters in the upcom- 
ing session. 

That’s the way it’s always been. 

That’s the way it looks like it al- 
ways will be. 

The taxpayer, salaried worker and 
small businessman, needs to look to 
his political fences. 

He needs to let his congressman 
know how he feels about taxes. 
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Fast, Easy Shifting Under All Conditions with 


the New Eaton She Shift 


The new Eaton electrically powered, push-button 
controlled shift for Eaton 2-Speed Truck Axles 
provides easy, positive shifting at any speed, on 
any grade. Shifting is easier and smoother be- 
cause the actuating force is uniform at all times— 
unoffected by altitudes. The simplicity of the 
Eaton operating mechanism makes for minimum 


maintenance cost. 


This exclusive Eaton Electric Shift provides for 
easier driving and greater safety—and improved 
axle and vehicle performance. See your truck 
dealer for the full story of Eaton electrically con- 
trolled 2-Speed Axles. 


More Than a Million 
Eaton 2-Speed Axles 
in Trucks Today 


Axle Division 
EATON MANUFACTURING COMPANY 


CLEVELAND, OHIO 
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SPRING WASHERS e COLD DRAWN STEEL e¢ STAMPINGS e LEAF AND COIL SPRINGS e« DYNAMATIC DRIVES, BRAKES, DYNAMOMETERS 
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1949 Domestic Oil Demand Exceeded 
U. S. Production, API Report Shows 


By NPN Staff Writer Chart 1 
For the first time since 1932, do- U.S. Domestic Supply and Demand of All Oils, and U. 5. 


mestic demand for all oils exceeded Refinery Capacity 
U. S. domestic production in 1949, 

according to figures compiled by 7.0 
American Petroleum Institute in its 
year-end report. 

Basically, the answer is to be found 6 
in three factors: 

1—The increase in imports (234 mil- 
lion bbls. this year as against 187 
million bbls. in 1948). 

2—Increased inventories of heat- 
ing oil stocks the first and last quar- 
ter of 1949 due to mild weather. 

3—A cutback in refinery opera- 
tions to level off the pile-up of in- 
ventories. 

Over-all, market conditions reflect- 
ed the true picture—that is, supply 
(current production and stocks) was 
entirely adequate to meet demand. 

On the basis of preliminary data, 
U. S. domestic supply this year av- 
eraged 5.46 million b/d while domes- A 
tic demand was 5.76 million b/d. ¢ DOMESTIC DEMAND 
This compares with total refinery ca- —- 
pacity of 6.55 million b/d (see Chart 3.55 < 
A}. 

Total consumption, including ex- 
ports, was 6,105,000 b/d, compared 3.0 
with the all-time peak recorded in 1939 40 4]! 42 43 44 45 46 47 48 49 
1948 of 6,129,000 b/d. API's report 
indicates 1949 exports to be 234 mil- 
lion bbls. as against 187.7 million 
bbls. in 1948, while exports dropped 
from 134.9 million bbls, in 1948 to 
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Shown here is comparison of supply and demand and U. S. refinery capacity, illus- 
trating graphically how the oil industry has paced its capacity to produce with 
the demand. In this instance, the term “domestic supply” refers to petroleum pro- 





duction and includes all raw materials, that is, crude petroleum, natural gasoline, 
119 million bbls. this year. liquefied petroleum gases and benzol. Figures for 1947 and 1948 supply and de- 
cae MuiRute year-end report says: mand are revised figures while those for 1949 are preliminary, subject to revision. 
r “ee ee te the according to API. Refinery capacity figures are in bbls. of crude oil per day and 
U. S. was geared for and expected for 1948 and 1949 are preliminary 
a new peak in demand in 1949, but 


the advent of unseasonably warm 
weather during the first quarter of the 





year and also in October and No- including exports has increased about weather in the first and last quar- 
vember reduced normal heating oil 10% since 1941, while supply during ters. (See Chart 2 for curves on mo- 
consumption and retarded the up- the period has been expanded by tor fuel, gas oil and distillate, and 
ward trend in demand for all pe- 41%. The figures are shown below. residual production. ) 
troleum products. An increase of about 5% in motor In addition, API in its report also 
fuel was reflected in the boost in shows how the price index of petro- 
eS tp 607%, Minwe “88 gasoline production during 1949. At leum products has consistently re- 
API’s supply and demand figures the same time, fuel oil production mained below that of all commodities 
for the last years, compared with dropped for the first time in more (see Chart 3). 

prewar 1941, show that total demand, than 10 years because of warm Capital Expenditures 

Other observations made in API's 
U. S. Petroleum Supply and Demand 


year-end summary include these: 


(Daily Averages in Thousands of bbls.) 1—New capital expenditures ex- 
: 941 ceeded $2 billion, for a total of $6.4 
Supply 1949 1948 1947 194 pet . 
Crude production . 5.040 5.509 5.088 3.841 billion in the last three years, bring- 
Natural gasoline, etc 430 398 364 230 ing U. S. industry’s gross capitaliza- 
a an ae _— _ _ Pe tion to well over $23 billion. 
watt 6,108 “ _— a 2—-Exploratory drilling was at the 
Demand : : : ’ . ‘ 
Domestic demand 5,780 5,761 5,452 4,071 highest rate in the industry’s history, 
Exports, all oil 325 368 450 300 with 9% more wildcat wells drilled 
Total 6,105 6.129 5,902 4,371 and at new record depths exceed- 
Change in stocks +3 +291 -14 —35 ing 20,000 ft.—so that when final] re- 
Total stocks (mill'on btIs.) — Pi a as «cae sults are in it is quite likely that 
Refinery crude runs 5.310 5,695 5,074 3,86 
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Chart 2 


Motor Fuel, Gas Oil and Distillate, and Residual 
Produced in U. S. Refineries 
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API figures for 1947 and 1948 motor fuel produced are revised figures while in 
the case of gas oil ond distillates and residual, the 1948 figure is a revised total. 
In all thrée product categories, 1949 figures are preliminary 


proved reserves increased to a greater 
extent in 1949 than in 1948. (Last 
year’s discoveries were 4.2 billion 
bbls., bringing proved reserves to al- 
most 27 billion bbls.) 


API gives these figures on petro- 
leum reserves (thousands of bbls.): 


Proved reserves, Jan, 1, 1925 .... %500,000 
New oil discovered (1925-48) ..... 48,514,949 

Total ‘ 56,014,949 
Production (1925-48) . 29,193,722 


Proved reserves as of Dec. 31, 1948 26,821,227 


3. World production in 1949 is esti- 
mated at 1.505 billion bbls., with 
U. S. producing 55% of the world’s 
oil, compared with 66% in 1945. To 
date, over-the years, U. S. has pro- 
duced 63% of the world’s oil. 


Imports up 24% 


1.—With oil reserves in foreign 
areas (Middle East, South America 
and Canada) greater than those of 
the U. S., and with increase rates of 
production in such areas seeking 
world markets, API points out that 
it is not surprising to find that im- 
ports of foreign oil into U. S. in- 
creased 24% while American exports 
dropped 11%. API sets U. S, im- 
ports at 237 million bbls. for 1949, 
as against 187,709,000 bbls. in 1948, 
and exports at 119 million bbls., as 
compared with 134,954,000 bbls. in 
1948. 


5—Natural gas production, on the 
basis of preliminary figures, amounted 
to 7.8 trillion cu. ft., representing 
406% increase in the last 25 years, 
with many new “prolific” gas fields 
being found, 

6—Production of natural gasoline 
and cycle products from natural gas 
aggregated about 6.5 billion gals. 

7—Producing oil wells now num- 
ber 443,600 and natural gas wells 
64,750. 

8—The nation’s oil refineries have 
combined crude capacity of about 6,- 
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550,000 b/d, as against about 6,477,- 
000 b/d for 1948 (see Chart 1), or 
“more than sufficient to take care 
of any unusual demand, even under 
the most severe winter conditions.” 

Since 1939, oil refining capacity has 
been expanded by more than 40%. 

However, crude oil processed by 
refineries in 1949 was reduced below 
that in 1948, largely as a result of 


reduced demand for heating oils which 
was brought about by mild weather. 

9. More than $100 million was spent 
for research in 1949. 

10. The industry employs 1,880,000 
men and women, and total oil indus- 
try payrolls in 1949 exceeded $5 bil- 
lion—lease and royalty payments to 


landowners, $1.2 billion, and indus- 
try’s direct tax bill, federal, state 
and local, was more than $1.5 bil- 
lion. 


British Service Station 
Reference Book Published 


Service Station Manual, fifth edition, pub- 
lished by Penton Publishing Co., Ltd., 266 
pages, cloth binding, 6 x 9 in., indexed, $3.50. 
Order from publisher at 2 Caxton Street, West- 
minster, S.W.1, London, England 

The fifth edition of Service Sta- 
tion Manual, like the first published 
in 1928, is basically a reference book 
and guide to newcomers to the En- 
glish_ service station field. With 
primary emphasis on guiding prin- 
ciples of service station operation 
that change little with the years, 
the book has been revised to meet 
current conditions of the trade, such 
as gasoline rationing, and shortages 
of tools, equipment and spare parts. 

The manual is divided into three 
parts: general principles of station 
design and organization; legislation, 
management and cost accounting: 
and information on station plant and 
equipment. 


Chart 3 
Index of Wholesale Prices 
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This chart shows how the wholesale price index of crude petroleum and petroleum 
products has remained constantly below the price index for all commodities as 
determined by U. S. Bureau of Labor Statistics 
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GREAT PRUE! 


TANK-TRAILERS — Built in our own factories. of high 
tensile steel with one compartment or many — Semi- 
Trailers or Full-Trailers with capacities ranging from 3000 
to 6000 gallons. All are built to ICC reguiations to serve 
your job best. Send for folder. 
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FROUEMHACE TRAILERS 
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| yppenersot Tank-Trailer and Truck-Tank 
engineering and production facilities are 
second to none in the industry for the economi- 
cal production of both standardized and special 
units for all liquid hauling. 

In 1948 Fruehauf produced nearly as many 
Tank-Trailers as all other manufacturers com- 
bined. The reason is obvious when you inspect 
the production facilities pictured here. And 
recently, further expansion has been mde to 


PRODUCE TANK-TRAILERS AND TRUCK-TANKS 


handle the manufacture of a complete line of 
Truck-Tanks. 

Fruehauf’s vast ‘‘quality control” manufac- 
turing in three key locations is further backed 
with nation-wide Factory Branch Service Sta- 
tions — 83 to date, with more being added 
constantly. 

These are reasons why petroleum trans- 
porters consider Fruehauf products a good 
investment. ; 


World’s Largest Builders of Truck-Trailers 


FRUEHAUF TRAILER COMPANY 


DETROIT 32 e 


LOS ANGELES 11 


In Canada: Weston, Ontario 


83 Factory Service Branches 









TRUCK-TANKS — Send for Fruehauf's 
Truck-Tank Selector chart—It will help 
you determine the correct Tank for 
your truck chassis. These Tanks are 
available in capacities from 500 to 
3000 gallons and offer many options 
in design and equipment. 





December 28, 1949 














Non-Highway Use of Gasoline Tax Funds 
Reduces ‘Gas’ Consumption, Hurts Public 


Only 21 States Now Have Antidiversion Amendments; 


Total of $1,782,417,000 Diverted from 1925-1948 


By NPN Staff Writer 


States diverting gasoline tax 
money to other than highway pur- 
poses are delivering a one-two punch 
to the oil industry and the public 
(see map on front cover). 


Not only are they taking money 
from needed highway programs by 
the very act of diversion, but they 
are also hitting the motorist directly 
with a generally higher tax rate than 
is charged by states with antidiver- 
sion amendments. Figures show that 
the average tax rate in diversion 
states is 5.4c per gal.—against 4.7c 
in amendment states. 

Translated into dollars and cents, 
diversion in 1948 meant a loss to 
highway programs of $85,807,000. 
Even more striking is the nationwide 
total diversion figure from 1925 
(when it was first reported) to 1948 

$1,782,417,000. 

The relationship between diversion 
and high tax rates is particularly 
noticeable in the case of the nine 
states having tax rates 6.5c or above. 
Of the nine only two—Kentucky and 


Washington have antidiversion 
amendments: 
Table 1 
Tax Rate 

State c per gal. 
Louisiana a% 9 
New Mexi 7 
Georgia ; 7 
Tennessee 7 
Florida 7 
Kentucky* 7 
Oklahafma 6.5 
¢\Tkansa 6.5 
Washingtor 6.5 


* Have antidiversion amendments 


This combination of diversion and 
high tax rate affects the oil industry 
adversely in two ways: 


1. Diversion reduces funds avail- 
able for highway construction, park- 
ing facilities, and elimination of traf- 
fic congestion—leading to lower gaso- 
line consumption by the _ individual 
motorist (see article by Alexander 
Fraser, NPN Sept. 28, 1949, p. 25). 

2. The public is inclined to blame 
the industry for the price of gasoline, 
including the tax. 

In comparison, the figures indicate 
that motorists in antidiversion states 
on the whole benefit from a lower 
tax rate and a fair use of tax funds. 
However, at present only 21 states 
have antidiversion amendments: 
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Table 2 
States with Antidiversion 
Amendments 
State Tax Rate 

California. ; ‘ ws 4.5 
Colorado . . di i 6 
Idaho ... ; sie as ry 6 
lowa 7 . cn R . 4 
Kansas : is ‘ 5 
Kentucky .... _ ri 
Maine .. , 6 
Massachusetts F 3 
Michigan. ial . es 3 
Minnesota ) 
Missouri 3 
Nevada ‘ a 5.5 
New Hampshire .. ‘ oe 4 
North Dakota na ‘ , 4 
Ohio . P ; ; 4 
Oregon . <3 D 
Pennsylvania ) 
South Dakota ‘ 4 
Texas — ; . : 4 
Washington . ‘ - ; 6.5 
West Virginia : i it H 
Average . . : ; s¢ 4.7 


Of the remaining states (including 
the District of Columbia) which lack 
amendments, the greatest offender 
last year was New York, It diverted 
$41,967,000—almost half the total di- 
verted by all states, and over half 
its own gasoline tax income of $82,- 
743,000. Next came Texas, with $18,- 
009,000. Then Florida, with $7,666,- 
000. Total 1948 diversion of states 
now lacking amendments was $67,- 
642,000 (see table at right). 

A look at diversion totals for the 
period 1925-1948 shows New York 
again the leading offender with.a 
total of $523 million. Then comes 
Texas with $218,997,000, Ohio with 
$1&3.056,600, and Pennsylvania with 


ACCUMULATIVE DIVERSION 
TOTALS 
1925-1948 
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_ LOST HIGHWAYS | 


$137,416,000. The fact that these last 
three states now have anti-diversion 
amendments emphasizes the large 
savings that would have been pos- 
sible if these states had held amend- 
ments throughout the 24-year period. 
States now lacking  antidiversion 
amendments diverted $1,178,575,000 
in 1925-1948. 


Table 3 
Diversion of States Lacking 
Amendments 

1948 1925-1948 
Gas Tax Gas Tax 
Diversion Diversion 

$1000 $1000 
Ala, ge dla erect ve er ices 
Ariz. - ba hire 666 
Ark, - 49 1,012 
Conn, veryTTe aa ‘ 1 
Del. ‘ o* ; 702 3,539 
Fla, ee — 7,666 79,835 
oe ‘e4 ere re ae ea 79,810 
Ii}. , ‘ — , 76,135 
me. . ert o. 705 11,085 
La. , bah 4,301 77,786 
Md. : a ea 25 
Miss. . ; ee 265 
Mont. . ‘ er 559 
Nebr. . re 26,324 
i” = , 350 88,915 
N. Mex hs : ae 11 
a ey wenn ‘ sé 41,967 523,000 
nm €. . eemis ; 1,945 20,671 
Okla. ; ‘ as ; 35,150 
R. I ; aa 2,455 25,277 
s. C : . 422 3,460 
Tenn. ha : 4,471 71,893 
Utah ; - ice airedieskn 
=e « —* 17 156 
Va ices eas 130 506 
Wis . 2,462 52,451 

Wyo. i ‘ _ 
a Gos , 43 
Total ‘ $67,642 $1,178,575 
Statistics prepared by American Petroleum 


Industries Committee from U. S 
Public Roads figures, 


Bureau of 
Note: Many states with amendments di- 

verted large sums prior to amendments 
Further damage to highway pro- 

grams is done by diversion of state 
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Amount of gasoline tax diverted from highways 
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18 YEARS 
A SATISFIED 
NEPTUNE 








ABOVE: One of 
earliest Neptunes, 
still going strong 











IST 
(HARLESTO READ 
Aur eoMes, a = 
J “Sere § GSchin 
s AND Sanit SZ : } 
METERS 


**...Now have 25 Neptunes—some nearly 
18 years old—and use Neptune exclusively” 
...says Charleston Oil Company. 


Here's more proof of the sustained accuracy 
and low maintenance costs you too can obtain 
from Neptune Red Seal meters! With only 
one moving part in the measuring chamber, 
non-wearing capillary seal, and no distortion 
due fo pressure, Red Seals hold amazing 
accuracy over millions of gallons without 
need for frequent adjustments. Ask your 
Neptune representative or jobber for com- 
plete details. 


20-t) 





NEPTUNE METER COMPANY 
50 WEST 50TH STREET » NEW YORK 20, N. Y. 


Branch Offices 


ATLANTA * BOSTON * CHICAGO + DALLAS «+ DENVER 
LOS ANGELES * LOUISVILLE * No. KANSAS CITY, MO. * PHILADELPHIA 
SAN FRANCISCO + PORTLAND, ORE. + Canada: LONG BRANCH, ONT, 


There's a Red Seal Bulk Plant or 
Tank Truck meter for every use. See 
the improved Auto-Stop quantity 
control and Print-O-Meter registers. 
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IT’S THE NEW 


50 Gallon 
“SQUATTY 


METER 
CALIBRATING TANK 


Just 272" High 
and 
Only 42" OD. 


This open type prover was 
designed particularly for 
salibrating tank truck me- 
ters and for use in meter 
repair shops, and _ other 
places where height is lim- 
ited. 

With adjustable legs and 
built-in splash dome this 
“Squatty” prover’ offers 
the ultimate in conven- 


ience and portability. 


Also available in 84 & 100 
gal. units. Constructed of 
heavy gauge metal. 





Warner Lewis 


COMPAN Y 


BOX 3096-N -TULSA, OKLAHOMA | 


Please send more 
information on 
the ‘*Squatty”’ 





Name _ 
Street 
City _ 
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Tax Diversion 





income from motor vehicle registra- 
tion and motor carrier taxes—both 
originally levied for highway pur- 
poses. Diversion of these levies, plus 
that of gas tax, amounted to a total 
of $189,370,000 in 1948, an increase 
of 11% over 1947. 

Figures from the Commerce De- 
partment’s Bureau of Public Roads 


Table 4 
1948 Diversion of Gas Tax Plus 
Motor Vehicle Registration Fees 
and Motor Carrier Tax by States 
Lacking Amendments 


(Leading States) 


Percentage 
of Income 


Amount in Applicable to 


State $1,000 Highway Use 
New York .... $71,444 47.8% 
Rhode Island i 4,023 40.9 
Florida : 23,141 36.1 
Delaware .. 1,042 22.8 
District of Columbia 1,242 12.4 
Table V 

Gasoline Tax Rates 
Alabama . ‘ ‘ . a aT 
Arizona . . . ‘ - is 5 
Arkansas , o« ; ao 61 
California ae ‘ i, 
Colorado . 6 
Connecticut Ss il , 4 
Delaware ; , 5 
District of Columbia 1 
Florida 7 
Georgia 7 
Idaho 6 
Illinois 3 
Indiana H 
lowa 4 
Kansas 5 
Kentucky 7 
Louisiana , 9 
Maine ‘ 6 
Maryland ) 
Massachusetts 3 
Miehigan ‘a 3 
Minnesota ‘ i 5 
Mississippi ‘ . 6 
Missouri 2° 
Montana , 6 
Nebraska , 6(a) 
Nevada ; 5% 


New Hampshire 4 
New Jersey 3 
New Mexico 7 
New York 4 
North Carolina 7 
North Dakota 1 
Ohio 4 
Oklahoma 6! 
Oregon 6 
Pennsylvania 
Rhode Island 4 
South Carolina 6 
South Dakota i 
Tennessee 7 
Texas 1 
Utah i] 
Vermont 
Virginia 6 
Washington 6, 
West Virginia 


Ww 


Visconsin } 
i 


Simple Average Tax Rate 5.11 
Federal Tax 1.50 


Combined State and Federal Av- 
erage 7 6.61 
\ 2c inmerease suspended pending refer- 
endum in November 1950 
\ 2c increase suspended pending a refer- 
endum in June 1950 
(a) A le increase effective May 25, 1949, 
but subject to referendum in November 1950 
(b) 6c rate in effect until Jan. 1, 1950 
Whereupon the 7c rate becomes effective 
(Figures are from American Petroleum In- 
dustries Committee, as of Nov. 4, 1949.) 


show that of this composite total 
$97 million went to state general 
funds, $41 million went to county 
and local general funds, $45 million 
to education, and $6 million to other 
purposes, 


Here again, New York led in 1948 
with a diversion figure of $71,444,000, 
almost half of the state’s composite 
“highway use” income. Rhode Island 
diverted $4,023,000, or two fifths, and 
Florida $23,141,000, or over one third 
of its highway income. 


Book Relates History 
Of Oil in New York State 


Empire Oil by John P. Herrick; 456 pages 
cloth binding, indexed. Published by Dodd 
Mead & Co., New York, at $5.00. 


This story of oil in the State of 
New York has been written after 
careful research of public records, 
library books and records, magazine 
and newspaper files. Heretofore, ac- 
cording to the author, no complete 
account of New York’s oil history 
had ever been written, the only 
printed records of oil discovery and 
development in the state being frag- 
mentary. 

The author, an oil region news- 
paper editor and publisher for many 
years, is himself an oil producer who 
served as the first president of the 
New York State Oil Producers Assn. 
This association came into being 
July 16, 1918, eight months before 
incorporation of the American Petro- 
leum Institute and five years before 
organization of its southern counter- 
part, the Pennsylvania Grade Crude 
Oil Assn. 


Mr. Herrick had the advantage of 
knowing many of the participants 
in the industry’s history and had an 
inside seat in the growth of the in- 
dustry, API President William R. 
Boyd, Jr., points out in an introduc- 
tion to the book. 


“By painstaking research, he has 
traced back and detailed the begin- 
ning of every oil and gas pool in 
New York State, and has written his 
report on the men, the firms and 
the development,” Mr. Boyd says. 
“But it is not all plain history, for 
intermixed with the factual data are 
the stories of men and their fortunes; 
of such people as Mrs. Byron Alford, 
the county’s first woman nitro- 
glycerin maker; of the moonlighters 
and the torpedo war; of the divin- 
ing rod wizards and the spirit and 
dream wells. 


“Empire Oil is both history and 
literature. It will give the reader 
an excellent picture of the history 
of oil in New York State, and in ad- 
dition will serve as an_ excellent 
library book for reference and study. 
It is a valuable contribution to the 
petroleum industry and its rich lore.” 
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20-Fold Gain in Offshore Crude Oil 


Output Predicted Within Few Years 


Vitter of California Oil Says Improvements 
Over Present Methods Will Decrease Costs 


By NPN Staff Writer 


NEW ORLEANS—A _ twenty-fold 
increace in offshore crude oil produc- 
tion within a few years was predicted 
by A. L. Vitter, Jr., California Oil 
Co., in a talk before the Interstate 
Oil Compact Commission here Dec. 7. 
Higher volume, together with im- 
provements over present methods, are 
expected to offset part of present 
high offshore costs, now about three 
times the cost of insk pre production, 
said Mr. Vitter. ° 

It is estimated that the oil industry 
is now spending about $60 million 
per year in offshore exploration and 
development along the Louisiana and 
Texas coasts, and is getting back for 
this sum about two million bbls. of 
crude per year, Mr. Vitter said. To 
date nine new oil fields have been dis- 
covered off the Louisiana coast, he 
said, plus 10 new gas fields, which 
however, have all been shut in. There 
have been no discoveries off the Texas 
coast as yet. 

More than 30 companies have been 
active in this new venture of the 
petroleum industry, in spite of the 
high costs’ involved. Mr. Vitter 
pointed out that more than 2 million 
acres off the Louisiana coast alone 
have been leased for bonuses of ap- 
proximately $20 million. 


Confined to 60-Ft. Depths 


To date offshore drilling has been 
confined to water depths of 60 ft. or 
less, explained Mr. Vitter, but it is 
still necessary to construct costly 
drilling platforms strong enough to 
withstand wind and wave battering 
by hurricanes. He described two 
general schemes for handling offshore 
drilling, one consisting of a large, 
self-sufficient platform containing all 
equipment, and material as well as 
housing for personnel. Largest of 
this type, he said, is 206 ft. by 110 ft., 
costs about $1,200,000, and is capable 
of drilling seven wells. 

The other scheme is to use a plat- 
form of minimum size, in combina- 
tion with a drilling tender moored 
alongside, loaded with equipment and 
supplies. A typical small platform 
was described by Mr. Vitter as 72 
ft. by 24 ft., costing about $400,000, 
and capable of drilling five wells. 

A more recent method coming into 
use for shallow waters was described 
by Mr. Vitter as similar to a conven- 
tional inshore drilling barge con- 
taining all of the equipment, which is 
floated to location, sunk on the bottom 
for the drilling operation, and floated 
away upon completion of the well. 

Three basic types of permanent 
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structures for producing wells were 
described by Mr. Vitter. The first 
consists of complete production facili- 
ties on an offshore structure, includ- 
ing tanks, separators, treaters, load- 
ing facilities, living accommodations, 
etc., with periodical pick-ups of crude 
oil by barge or tanker. It is a very 
expensive method, he said, since 
tankage alone costs about $50 per 
bbl. as compared to a more usual $5 
per bbl. inshore. 


The second type of structure houses 
minimum facilities on the platform, 
with storage provided by a barge 
moored alongside. Principal objec- 
tions listed by Mr. Vitter, are a 25% 
time loss when operations must be 
suspended during rough weather, and 
the high cost of barging small quan- 
tities in open water which he es- 
timated as equaling about one-third 
the market price of the crude oil. 


The third and most satisfactory 
solution to date of the offshore pro- 
duction problem, said Mr. Vitter, is 
an offshore platform with minimum 
facilities, hooked to a pipeline through 
which total crude production is moved 
to shore for treating and storage. 


Electrification Would Help 


Economies for all three methods 
may result from an electrification 
project, described by Mr. Vitter, con- 
sisting of submarine cables from 
shore to platform which will permit 
the use of motors instead of bulky 
and heavy internal combustion en- 
gines. 

Illustrating the marine hazards 
involved in offshore drilling, Mr. Vit- 
ter described some of the require- 
ments for mooring a drilling tender. 
To moor a 320 ft. ship about 20 ft. 
from the platform so that drilling can 
continue uninterrupted in any but 
hurricane weather requires’ eight 
two-inch stud link anchor chains 


. Weighing 40,000 lbs. per 1,000 ft. They 


are controlled from windlasses from 
bow and stern in order to keep the 
ship headed into the wind at all times. 


Since operations must cease during 
hurricanes, prompt and _ accurate 
weather information is sought both 
from the U. S. Weather Bureau and 
from private meteorological con- 
sultants. Despite these manifold 
problems, the industry has gone ahead 
seeking offshore under the stimulus 
of the higher crude demands and 
prices of the postwar era, said Mr. 
Vitter. “The time is here when the 
industry is beginning to reap the 
reward of its courageous venture,” he 
said. 
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Your ‘‘Buy Word’’ 
for DEPENDABILITY 























Since 1919 the PHILLIPS Trade 
Mark on Hand Operated Service 
Station Dispensing Equipment 
has been a hallmark of quality 
and dependability—a reputation 
| constantly maintained through 
the years. 











Write Today 
For Catalog 
showing the complete 
line of PHILLIPS Hand 
Operated Pumps, Tank 
Units, Grease Dispen- 
sers and other Service 
Station Equipment. 


| PHILLIPS PUMP & TANK CO. 


5060 Brotherton Road 
Cincinnati 9, Ohio 


West Coast Office: 
2449 Hunter St. 
Los Angeles 21, California 








NATIONALLY RECOGNIZED 


MONEY MAKER 
For Fuel Oil Delivery 


Wherever homes are oil heated in the U.S. 
you'll find VENTALARM whistling tank fill 
signals. 
Perfectly natural when you figure that a 
VENTALARM signal installation cuts de- 
livery costs 20% to 30%. By eliminating 
any need to enter the home VENTALARM 
signal reduces your driver's service time at 
least five minutes on each drop. A saving 
of from 30c to 50c on each call. No spills; 
no repeat calls. ' 
15 Major and 3500 Independent Oil Com- 
panies have installed over |,500,000. Model 
LC for old tanks easily and permanently 
installed in vent line in 15 minutes. Pays 
for itself in a few deliveries. 
See your supplier or write us for literature. 
SCULLY SIGNAL COMPANY 
79 First Street, Cambridge 41, Mass. 


ee ae 





Canadian Licensee, 


Empire Brass Mfg. Co., Ltd., London, Ontario 
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Terminal Stores, Packages 
Lubricants and Antifreeze 


The new river terminal of Prairie States Oil & Grease 
Co. at Seneca, Ill., is handling 40,000 gals. per day of 
antifreeze and lubricating oil. Storage capacity after 
completion of construction program will total 2 million 
gals. 

The terminal, located on the Illinois River about 50 
miles from Chicago, offers compounding, packaging and 
laboratory testing facilities to all distributors of lubri- 
cating oils, antifreezes and liquid chemicals. Both alcohol 
and permanent type antifreezes are handled. The terminal 


Battery of lube oil tanks at Prairie State’s new terminal 
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Fast loading fa- 
cilities for han- 
dling eight trucks 
ct a time are now 
operating at the 
Prairie States 
warchouse. The 
packaging plant 
is working three 
shifts and_ ship- 
ping over 40,000 
gals. of lubricants 
and antifreezes a 
day for Prairie 
States customers 


is not affiliated with any one source 
of supply for products, and customers 
can select their own suppliers. 

Prairie States does not operate any 
of its own barges but has long-term 
agreements with towing companies. 
It does have a truck fleet of 30 units. 

In operation, the plant receives 
materials transported up the Missis- 
sippi waterway from refineries on the 
Gulf Coast and from supply sources 
on the Ohio River. Barge unloading 
facilities are of usual type. 

Products are handled according to 
customers’ orders after receipt, They 
are compounded, packaged, stored 
and/or transported by truck or rail 
to final destinations. 

Antifreeze and lubricants are not 
handled by the same facilities. Sepa- 
rate pipe lines, tanks, and canning 
equipment are maintained and there 
is no connection between the two 
products except that they are located 
on the same property. 

Company says the delivery of bulk 
oils and bulk antifreezes are made 
to consuming points in 72 hours or 
less after an order is received and 
packaged goods are canned or 





Automatic packaging equipment in the 

new Prairie States plant handles quart 

and gallon cans, 2, 3 and 5-gal. pails 

and 55-gal. drums of lubricants and 
antifreezes 
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drummed and delivered in 96 hours 
or less. 

After final completion the plant 
will have facilities to load or unload 
four tank cars at a time and load 
or unload six to eight box cars si- 
multaneously. Fast loading facilities 
for tank trucks will be provided and 
for the loading of 15 dry cargo 
trucks at one time. 


Number of Stations in ‘48 
Show 17.7°%, Gain Over “45 


heii 


NPN News Bureau 
VASHINGTON — Filling stations 
in operation as of March 31, 1948, 
totaled 229,333, rising 34,403 or 17.7% 
from 1945 total of 194,930, as shown 
by preliminary report of Commerce 
Department’s Office of Business Eco- 
nomics on “State Estimates of the 
Business Population.” Also, 1948 to- 
tal was almost 3,000 more than 1947. 
Section showing up most favorably 
in relation to increased number of 
stations was Southeast where all of 
11 states listed growing number of 
stations in 1948 as compared to 1947. 
Central and Northwest regions ap- 
peared to be most unfavorable in this 
respect, with six of eight states in 
former region reporting decreases. 
Following table shows state-by- 
state breakdown: 


Filling Stations Operating as of 


March 31 
(Thousands) 
State and region 1948* 1947 1945 
Continental U. §S va 229.3 226.5 194.9 
New England . 14.5 xa 11.4 
Connecticut 3.3 3.4 2.9 
Maine .. 1.7 eS 1.4 
Massachusetts ‘ 6.6 6.7 1.8 
New Hampshire awd 1.0 1.0 8 
Rhode Island .. 1.2 1.2 1.0 
Vermont , : 6 6 5 
Middle East .. 39.3 7 31.4 
Delaware . .6 6 5 
District of Columbia. 8 ba 9 
Maryland . ; 2.6 2.5 2.3 
New Jersey 7.5 7.4 5.9 
New York 14.0 14.1 11.0 
Pennsylvania . 11.8 11.5 9.2 
West Virginia . 2.1 2.1 Be 
Southeast : ‘ 41.1 . 36.9 
Alabama .. , ; 3.4 3.1 3.0 
Arkansas 3.0 2.7 2.7 
Florida 0 1.6 3.7 
Georgia > ‘ 4.7 4.6 4.4 
Kentucky ...... : 3.0 2.9 2.7 
Louisiana ..... - 2.9 2.7 3.0 
Mississippi 2.5 2.4 2.6 
North Carolina 5.2 4.9 4.8 
South Carolina 2.8 2.6 2.7 
Tennessee 3.9 3.8 3.8 
Virginia 4.7 4.3 3.6 
Southwest 21.8 19.6 
Arizona , 1.3 1.2 9 
New Mexico 1.2 Fe 1.0 
Oklahoma 4.0 1.0 3.4 
Texas 15.4 15.1 14.3 
Central . 68.0 ws 62.1 
Illinois 12.7 13.1 12.2 
Indiana 7.8 7.7 7.2 
Iowa 6.1 6.3 5.1 
Michigan 12.3 12.6 11.5 
Minnesota 5.2 5.3 4.5 
Missouri 6.8 6.7 6.5 
Ohio 11.3 11.6 10.2 
Wisconsin 5.7 6.0 4.9 
Northwest 16.5 e 14.3 
Colorado 2.3 2.4 1.8 
Idaho 3.5 1.1 9 
Kansas 4.7 4.8 4.2 
Montana 1.2 1.3 1.0 
Nebraska 2.8 3.0 2.6 
North Dakota 1.0 1.1 1.0 
South Dakota 1.4 1.4 1.3 
Utah .. 1.3 1.3 9 
Wyoming a | 5 
Far West 28.2 ° 19.2 
California 21.3 20.0 14.9 
Nevada 3 3 2 
Oregon 7 2.6 2.5 1.7 
Washington 4.0 3.8 2.3 


* 1948 figures are preliminary. 
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‘Unfair Trade Practices’ Form Basis for Dennis 
Booklet on ‘Ten Commandments’ for Jobbers 


DES MOINES, Iowa—-Information 
in booklet form on how to arrive at 
a normal dealer and consumer tank 
wagon price has been sent to job- 
bers in this state by J. A. Dennis, 
secretary, Iowa Independent Oil Job- 
bers Assn. 

Mr, Dennis told NPN that he alone 
prepared the 20-page booklet to help 
“end the confusion in marketing” 
which has followed Standard Oil Co.’s 
(Indiana) announcement on Sept. 12 
that they had withdrawn as reference 
seller. (See editorial this week.) 

The publication merely shows job- 
bers, he said, how to arrive at the 
normal tank wagon price by com- 
puting basic costs plus taxes and ad- 
ditional charges, but “it remains the 
jobber’s individual problem to figure 
out how much ke must have over 
normal dealer and consumer price in 
order to operate and make a profit. 
On the other hand, if other jobbers 
feel that their overhead is such that 
they can operate under this normal 
price as established, that also is the 
privilege of the jobber.” 

Ten “unfair trade practices,” called 
the oil jobber’s “Ten Command- 
ments,” is prefaced with his state- 
ment, “so long as we are both, larve 
and small, being investigated by the 
committees in Washington it seems 
as if we could practice some “herre 
sense rules’ that might be helpful 
and go a long way in making each 
and all of us realize that these unfair 
trade practices do not do any of us 
any good and if so only temporarily. 
The “Ten Commandments” are: 

1—“It is unfair to invace a com- 
petitor’s territory when you are sell- 
ing at a lower price in your bulk 
plant area than your competitor who 
is operating in the adjacent territory 
when he might have a normal price. 

2—“It is an unfair trade prac- 
tice to loan pumps or tanks to the 
consuming public, which in turn 
forces the competitor to do likewise 
and in the end you both indulged in 
unprofitable merchandising. 


3—*. . . Unfair to loan equipment 
to a resale account unless that re- 
sale account has at least a potential 
of 3,500 gals. per month. Any account 
with a gallonage of less than that 
amount should purchase the equip- 
ment and it should not be loaned by 
the jobber or supplier. 

4—“* . . . Unfair to give truck dis- 
counts unless they are commercial 
truckers and should not be given to 
less than a fleet of three trucks and 
should not include cars or pickups. 
When such discounts are given they 
should be posted so your competitor 
knows what his competition is doing. 

5—“. . . . Unfair for a supplier to 
sell any consumer at a lower cost 
than that of a jobber in that area. 

6—". Unfair for any supplier 
or jobber in the case of getting a 


new resale account away from his 
competitor to invoice the equipment 
at more than actual value and to 
allow at least 10% depreciation for 
each calendar year. 

7—‘“. . . Unfair for any supplier 
or jobber to offer long term credit to 
a competitor’s customer in order to 
get the account. It is also unfair 
and may be illegal to sign customer’s 
tickets or invoices so customer may 
obtain state refunds. All such in- 
voices should be actually paid when 
so marked. 

8—“. . . Unfair for a jobber who 
sells under a supplier’s trade name or 
brand to sell other merchandise and 
represent it to be that of the supplier. 

9—", Unfair for a supplier to 
expect to self to a jobber for more 
than the prevailing market price and 
expect the jobber to make his entire 
purchases from his_ supplier. 

10—“. Unfair for you to dis- 
play your supplier’s name in big 
letters either on your truck or sta- 
tion, and the name of your company 
or yourself in small letters. We re- 
commend the very next time that 
you paint your truck tank, that you 
display your name in large letters 
and the name of your supplier in 
sma'! letters. Don’t forget your name 
or your company name means some- 
thing in your own community.” 


Engineer's Dictionary 
Published in 2 Languages 


Engineers’ Dictionary, Spanish-English and 
English-Spanish, by Louis A. Robb, 5% x 8% 
in., 664 pages, stiff binding, $12.50, pubjished 
by John Wiley & Sons, Inc., 440 Fourth Av- 
enue, New York 16, N. Y 

Published in November, 1949, En- 
gineers’ Dictionary provides identifi- 
cation in Spanish and English of a 
large number of engineering terms. 
Since original copyright in 1944, the 
book has been enlarged to cover more 
fully oil field operations, electrical 
and mechanical engineering, radio, 
television, civil engineering, mining, 
shipbuilding, logging, and sugar mill- 


ing. 


Oil Yearbook Published 


Oil & Petroleum Year Book 1949, by Walter 
E. Skinner 5% x 8 in. 252 pages, stiff cloth 
binding, $4 net, post free abroad Order from 
Walter E. Skinner, 20 Copthall Avenue, Lon- 
don E. C. 2 


The 1949 edition of Oil and Petro- 
leum Year Book, providing informa- 
tion on 733 companies in all branches 
of the oil industry in all parts of the 
world, has recently been published. 

Book includes names of directors 
and other officials, description of busi- 
ness, where operating, crude oil pro- 
duction, refinery runs, details of capi- 
tal, dividends and financial results. 
Also provided are names and ad- 
dresses of 426 managers and engi- 
neers, and a buyers’ guide of produc- 
ing and refinery equipment. 
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Mobile Calibrator Unit Decreases 
Stock Losses Due to Inaccuracies 


Indiana Standard Automotive Superintendent 
Also Tells How Calibration Time Is Reduced 


By NPN Staff Writer 


Use of a mobile calibrator unit for 
calibrating truck tanks and meters 
has reduced stock losses resulting 
from inaccuracies in Standard Oil 
(Indiana) operations, according to 
W. D. Carlson, general superinten- 
dent of automotive equipment. Use 
of this unit also has decreased the 
time spent on calibration under the 
old method. 


The old method of checking com- 
partments involved two hours of time 
instead of 30 minutes for an 800-gal 
tank, Mr. Carlson stated in an ad- 
dress Dec. 13 before the 12th an- 
nual conference of Illinois Weights 
and Measures Assn. in Chicago. 


He said, “Early in 1947 the first 
completely mobile calibrator unit in 
use by our company was designed. 

. We made some changes in our 
standard construction and mainte- 
nance body which, in use, is mounted 
on a 134-inch wheelbase truck chassis 
fitted with a 350-gal. tank, a 50-gal. 
proving tank and a 90-gal. per minute 
pump with power take-off. 


“This unit is equipped with a 2- 
inch predetermined stop meter and 
air eliminator, a hose reel for a 14- 
inch hose and a four-way valve to 
permit the calibrating fluid to be 
pumped in or out at the same speed. 
The proving tank is equipped with an 
adjustable three-leg support and two- 
way level gauges to permit rapid 
leveling of the unit regardless of 
the position of the truck, and a sight 
gauge calibrated to read 5 cubic 
inches plus or minus on a column 
5% inches high. The truck is equip- 
ped with let-down type adjustable 
jacks to stabilize the unit when in 
operation.” 


Explains Calibrator Operation 


Mr. Carlson explained how the 
truck tank calibrator operates, say- 
ing: 

“Prior to setting up to calibrate 
truck tank compartments, the oper- 
ator will first prove, and adjust if 
necessary, the calibrator meter by 
use of the 50-gal. proving tank which 
has been checked and sealed by an 
inspector of the state department in 
charge of weights and measures, or 
by our own representatives in ac- 
cordance with ,procedures and toler- 
ances complying with the Bureau of 
Standards and the ASME-API code. 


“The compartments to be cali- 
brated are drained completely. The 
nozzle is placed in the dome opening 
and the predetermined stop set on the 
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calibrator meter to the size of the 
compartment. 


“The pump is started and while 
loading, several gallons of fluid are 
drained from the unloading faucet 
on the compartment to eliminate the 
possibility of air pockets. This fuel 
is then poured back through the 
dome opening. If the first test proves 
the compartment to be within 0.06% 
above or 0.04% below the indicator, 
no further test need be made. How- 
ever, if found to be beyond these 
limits, a second test must be run as 
a check on the accuracy of the first 
before making any corrections on the 
capacity indicator. 


“The withdrawing of test liquid 
from the tank compartment is ac- 
complished by use of a 10-ft. by 1%4- 
inch unloading hose connected to the 
unloading faucet of the compartment 
and to the suction outlet on the cal- 
ibrator, giving the four-way valve 
one-quarter turn and starting the 
calibrator pump. 


“Time required for a 200-gal. com- 
partment to be completely calibrated 
and unloaded is about seven minutes 
average, or about 30 minutes for an 
800-gal. five-compartment tank.” 


For calibrating meters, Mr. Carl- 
son says: 

“The meter on the calibrator is 
not used in connection with calibrat- 
ing truck meters but instead the 50- 
gal. proving tank is used. 


“A compartment on the truck is 
loaded with a low flash fuel if the me- 
ter is to be used for dispensing gaso- 
lines and tractor fuel, or a high flash 
fuel if the meter is to be used for 
dispensing furnace oils and Diesel 
fuel. The product is pumped into 
the proving tank through the top by 
use of the pumping equipment on 
the truck being tested, first as a 
wetting process and drained out of 
the proving tank.... It is of utmost 
importance to permit the nozzle valve 
on the discharge hose to remain open 
long enough after completing the 
wetting process to allow the auto- 
matic check valve in the nozzle to 
close, thus making sure there is no 
undue pressure in the hose to cause 
expansion and result in improper 
delivery volume. This procedure 
must also be followed at the end 
of the test as well. 

“After wetting the proving tank, 
a meter test is made with a minimum 
of delay to avoid undue evaporation 
of the wetting liquid, particularly 
if low flash fuel is being used. 

“The predetermined stop on the 


meter to be tested is set for 50 gals. 

. . After the meter has completed 
the 50-gal. delivery, the nozzle is 
closed and the proving tank gauge is 
checked and recorded. The test liquid 
is pumped back into the compartment 
and a second test made immediately. 
If these two tests prove the meter 
to be delivering within seven cubic 
inches over and four cubic inches un- 
der the zero mark, the meter is con- 
sidered to be within tolerance. How- 
ever, if not found to be within these 
tolerances, and adjustments must be 
made to the meter, two test checks 
must agajn be made. 


“Time required to test a truck 
meter after truck tank compartment 
has been loaded, including the wet- 
ting process and the two tests, is 
about 10 minutes.” 


Selection of Personnel 


Mr. Carlson also listed require- 
ments his company considers in se- 
lecting personnel to operate the cali- 
brator unit. Among requirements are: 

1—He should have a _ complete 
knowledge of mechanical equipment 
with special training on meters, their 
function and operation. 

2—He should understand agents’ 
stock problems and be conversant 
with forms used by agent on stock 
control. 

3—He must display sincerity in all 
contacts in connection with the cali- 
bration of tanks and truck meters. 

4—-He must have good knowledge 
of company and political subdivision 
regulations governing tolerances and 
specifications. 

5—He must complete his calibration 
activities with maximum speed but 
with no sacrifice to accuracy. Ac- 
curacy is the prime factor consid- 
ered. 

Mr. Carlson reported three years of 
operation with a pilot model cali-. 
brator in the company’s Minneapolis 
division has reduced stock losses from 
inaccuracy to an absolute minimum. 
Nor has the company received a 
single rejection report on either truck 
tank or meter from the Minnesota 
Department of Weights and Measures 
in the past two years. 

“With several thousand meters in 
use in several states, we have found 
that we can do the job more ac- 
curately and faster by furnishing our 
various fields with a calibrator of 
this type,’ Mr. Carlson declared. 

He added: 

“In one state where test checks of 
572 meters were made, 442 or 77.3% 
were approved. Of the 130 meters 
the state could not approve, 58 
meters or 45% had average plus er- 
rors of 124 cubic inches on 50-gal. 
tests. The plus errors ranged from 
55 to as high as 267 cubic inches. 
Seventy-one of the meters had an 
average minus error of 142 cubic 
inches. 

“This brings out the necessity for 
frequent comprehensive checks to 
avoid the above condition,” Mr. Carl- 
son concluded. 
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Revised Wage-Hour Rules 
Become Effective Jan. 25 
NPN News Bureau 

WASHINGTON—Wage Hour Ad- 
ministrator McComb last week set 
Jan. 25, 1950, as the effective date of 
revised regulations determining the 
exempt status of “white collar’ work- 
ers from federal minimum wage and 
overtime pay provisions. Effective 
date coincides with that of new mini- 
mum wage scale of 75c an hour for 
employes subject to wage-hour reg- 
ulations. 

Final revisions represent only 
minor changes from the proposed re- 
visions made public last fall by Mr. 
McComb and thrown open to com- 
ment from interested parties (see 
NPN Oct. 19, 1949, p. 19 for details 
of those changes). 

These are the only alterations 
made by Mr. McComb in early draft 
of revised rules: 

Definition of “professional” was 
expanded so as to spell out that his 
advanced knowledge in the field of 
science resulted generally from a 
“prolonged course of specialized intel- 
lectual instructions and study as dis- 
tinguished from a general academic 
education and from an apprentice- 
ship’; sales volume test of “local 
retailing”’ definition is now based on 
“retail sales of goods or services of 
which more than 50% of the dollar 
volume are made within the state 
...”’ Rather than on sales “the greater 


part of which” are in intrastate com- 
merce; and retail sales of “services” 
was added to “local retailing” defi- 
nition. 

Since these changes have been sum- 
marized rather broadly, NPN recom- 
mends that employers request copy of 
the text and explanatory regulation 
changes by writing the following re- 
gional offices of Wage and Hour 
and Public Contracts Divisions, U. S. 
Department of Labor: Boston, New 
York, Philadelphia, Cleveland, Bir- 
mingham, Chicago, Kansas City, Dal- 
las and San Francisco. Regional of- 
fices will also have information on- 
location of nearest wage-hour field 
representatives. 


ICC Plans to Amend Oil 
Transporting Regulations 


NPN News Bureau 

WASHINGTON — Interstate Com- 
merce Commission is now considering 
applications to amend regulations 
pertaining to transportation of oil 
products, explosives and other dan- 
gerous articles in tank cars, portable 
tanks and cargo tanks. 

Commission says that parties want- 
ing to be heard upon proposed amend- 
ments should advise ICC before Jan. 
9, 1950; otherwise, “the commission 
may proceed to investigate and de- 
termine the matters involved in the 
application, or may suspend action 
pending formal hearing in this dock- 
et.” 





GET MORE 
NIGHT 


BUSINESS 
WITH 


LO-RITE-LITES 


You can modernize 
your location AT 
LOW COST with 
GLO-RITE-LITES ! 
Superior mechanical 
features make them 
so economical to 
purchase .. . to op- 
erate .. . to main- 
tain. Easier to in- 
- Stall, guaranteed to 









operate efficiently 
even in sub-zero 
weather. 


Better light your site 
with GLO-RITE-LITES. 


WRITE FOR 
FOLDER TODAY! 


A Few Choice Territories Still Open 


OSCAR PHILLIPS CO. 


2918 VINE ST. CINCINNATI 19, OHIO 
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EATON 


Baton serves the west 


WITH QUALITY OIL EQUIPMENT 


ieee en i 
ep 


-~ 





Billings 
° Kansas City 


Albuquerque 
Hutchinson 


“TANKS FOR YOUR BUSINESS” 


METAL PRODUCTS 


Casper 


SERVICE KING CONSTRUCTION 
BEATS STRESS AND STRAIN 


All-steel continuous mounting, superior 
welding methods and seamless steel tube 
pipelines . . . those are features of the 
Eaton Service King that assure depend- 
ability and long life. But more important, 
the Service King is built with a sales slant. 
Compare the arrangement of its rear and 
side cabinets. You'll find plenty of room, 
plenty of shelving for packaged products, 
ample space for easy installation and op- 
eration of hose reel and meter. The Ser- 
vice King is the kind of truck tank that 
oil salesmen like to work with. 

Always remember — Eaton's service to 
oil men is complete. We fabricate all 
kinds of oil tanks. We distribute depend- 
able filling station and bulk plant equip- 
ment. Call or write your nearest Eaton 
office today if you need oil equipment. 


° Great Falls 


Phoenix 


° Denver 
Omaha ° 
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TO A NAVIGATOR, THE SIGN ABOVE STANDS FOR LIGHTSHIP 





TO EVERYONE, THIS SIGN STANDS FOR TWO GUARANTEES! 


e This Gulf emblem on any product stands for two 
guarantees of excellence. One visible, one invisible. 

The visible guarantee is evidenced by the plant and 
properties that make Gulf one of the country’s largest 
producers and refiners of crude oil. 


The invisible guarantee is the determination of Gulf 
to make the best petroleum products that skill, science, 
loyal employees and alert management can _ jointly 


achieve. 
. + 
Gulf Oil Corporation 
if ° e 
Gulf Refining Company 
General Offices, Pittsburgh, Pa. 
DIVISION SALES OFFICES REFINERIES 
Boston + New York «+ Philadelphia + Pittsburgh New York + Philadelphia + Pittsburgh ¢ Toledo 
Atlanta + New Orleans + Houston + Louisville + Toledo Cincinnati + Port Arthur + Fort Worth + Sweetwater 
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Mixed Trends Appear with Kerosine Firmer; Heavy Fuel 
Active, But Selective; Ohio Oil Cuts Some Wyoming Crudes 


Prices “backed and filled’ in the Christmas week 
and reflected considerable year-end uncertainty in the 
industry. 

Kerosine was strong pricewise, but up and down 
tendencies ruled in fuel oils. Distillate prices were 
higher in the Midwest. On the other hand, No. 2 
barge prices at New York were 0.2c per gal. lower 
and “showed little disposition to rise.”’ 

Low sulfur residual fuels were buoyant in Gulf and 
Mid-Continent areas. Meanwhile, high sulfur bear- 
ing heavy crudes in Wyoming were cut by Ohio Oil 
Co. in amounts ranging from 15 to 25c per bbl. 

Standard Oil Co. (Ohio) increased its residual 
prices 0.5c per gal., Dec. 20, at Cleveland and Toledo. 
Company’s new prices for No. 5 oil are 8.1c per gal. 
at Cleveland and 7.25c at Toledo; No. 6, 7.75c at 
Cleveland and 7c at Toledo. 

At the same time, some refiners, mainly at the 
Gulf, ran. into difficulty moving heavy fuel, with 
more than 1% sulfur, at $1.65 per bbl., the generally 
quoted price for cargo lots. 

Some refiners said gasoline prices now were “so 
low” they were merely “buying storage space’’ by 
selling at current quotations. However, the few cargo 
sales that took place at the Gulf in each instance 
were for “quality” grades and at the lows of price 
ranges. 

Several factors continued of prime importance in 
shaping prices. There was a seasonal bulge in kero- 
sine demand in all areas. Near capacity steel mill 
operations caused heavy calls for low sulfur heavy 
fuei in most areas. However, mild weather in the 
East resulted in some decline in demand for “run- 
of-the-mine” varieties. In the midst of these forces, 
crude oil prices still looked weak, but with no im- 
mediate sign of a break in the offing. 

Ohio Oil Co. reduced its posted price for Byron and 
Garland, Wyoming, crude oil 15c per bbl. to $1.50, and 
scaled down its price for Oregon Basin, Wyoming, 
crude 25c to $1.40 per bbl., effective Dec. 20. ‘The 
refinery yield from these heavy high sulfur crudes, 
except in the most modern cracking facilities, con- 
stitutes 60-65% heavy fuel oil,” company said. 

“Due to the diminishing market for such type 
crudes, these fields have been shut in at intervals 
over the past year. 
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“This price adjustment should help to increase the 
demand for these crudes.”’ 

The Ohio company put its finger on a problem that 
gradually has been coming to the fore in many refin- 
ing districts. There was good demand in the cargo 
market for low sulfur, low viscosity, low carbon 
residuals, but only fair demand for less desirable 
grades. To the Gulf refiner, it meant that his mar- 
keting position was strengthened if he used East 
Texas and other sweet crudes in his manufacturing, 
but was placed at some disadvantage if he depended 
on West Texas sours or other sulfurous crudes. 

If a buyer of heavy fuel in New York didn’t mind 
high sulfur residual, he would look first to Venezuela 
or the West Coast for material, some sources de- 
clared. Some refiners said that this trend in heavy 
fuel marketing has developed to such a degree that 
a cut in West Texas crude was “‘justified.” 

High gravity crude also appeared none too firm. 
A 300,000-bbl. lot of “surplus” 40 gravity “ranger 
type” crude was sold by Premier Oil Refining Co. at 
“20c per bbl. under the posted price.” Postings of 
most large crude buyers in the area are $2.65 per bbl. 
for 40 gravity oil. 

Kerosine prices were on the upswing in all areas. 
Standard Oil Co. (Kentucky) increased its prices in 
amounts ranging from 0.1 to 0.3c per gal., tank cars, 
at its terminals in the Southeast. Standard quoted 
kerosine at 9.5c, up 0.3c per gal., at Jacksonville and 
Port Everglades; 9.4c at Savannah, up 0.2c; and 9.3c 
at Mobile, Pensacola and Port Tampa, up 0.1c. 

At the Gulf, cargo traders bid 8.125c for parcels of 
kerosine without bringing out any offerings. One 
refiner said he was approached by buyer willing to 
pay 8.5c, but added he had none to supply. Kero- 
sine cargo prices ranged upward from 7.75c; mate- 
rial quoted at the lower prices in the range was held 
for regular accounts only. 

In the Midwest, four refiners in one day advanced 
their prices for distillates. Both 41-43 and 42-44 kero- 
sine prices were up 0.125c per gal. to range from 
7.875 to 8.5c, Group 3. 


Price trends were mixed at New York Harbor. No 
2 fuel was off slightly while 0-10 p.t. No. 5 tended 
upward. Esso Standard Oil Co. said on Dec. 19 it no 
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. . 7. 
Summary of Daily Gasoline Prices (Dec. 20 through Dec. 27) 
Tuesday Friday Thursday Wednesday Tuesday 
Motor Gasoline 82 Oct. R (Premium): ec, 27 Dec, 23 Dec, 22 Dec. 21 Dec. 20 
N.Tex.(For shpt. to Tex.o&cN.M. dest’ns) 11(2) 11(2) 11(2) 1(2) 11(2) 
W.Tex.(For shpt. to Tex.&N.M. dest’ns) (1)11-11.75(1) (1)11-11.75(1) (1)11-11. 75(1) (1)11-11.75(1) (1)11-11.75(1) 
Cent. W. Tex, (Truck Tnsp.) see (1)11,25-11.5(1) (1)11.25-11.5(1) (1)11.25-11.5(1) (1)11.25-11.5(1) (1)11.25-11.5(1) 
Motor Gasoline 86 Oct. R (Premium): 
UkKiahumu «Group 3) . (1)10.5-11.625(1) (1)10.5-11.625(1) (1)10.5-11.625(1) (1)10.5-11.625(1) (1)10.5-11.625(1) 
Midwestern (Group 3 basis) (1)10.5-11.620(1) (1)10.5-11.625(1) (1)10.5-11.620(1) (1)10.5-11.625(1) (1)10.5-11.625(1) 
N.Tex.(For shpt, to Tex.&N.M. dest’ns) (2)11-12.75(1) (2)11-12.75(1) (2)11-12.75(1) (2)11-12.75(1) (2)11-12.75(1) 
W.Tex.(For shpt. to Tex.&N.M. dest’ns) (1)11-11.25(1) (1)11-11.25(1) (1)11-11.25(1) (1)11-11.25(1) (1)11-11.25(1) 
DD, Wek, CTIUER TRA) cccscccctevsase (1)11-12.5(1) (1)11-12.5(1) (1)11-12.5(1) (1)11-12.5(1) (1)11-12.5(1) 
Cent. W. Tex. (Truck Tnsp.) ....... (1)11.25-11.5(1) (1)11.25-11.5(1) (1)11.25-11.5(1) (1)11.25-11.5(1) (1)11.25-11.5(1) 
Motor Gasoline 93 Oct. R. (Premium): 
N.Tex.(For shpt. to Tex.&N.M, dst’ns) (1)12 ory 175(1) (1)12-13.175(1) (1)12-13.175(1) (1)12-13.175(1) (1)12-13.175(1) 
W.Tex.(For shpt. to Tex.@&N.M. dst’ns) 2( 12(1) 12(1) 12(1) 12(1) 
Cent. W. Tex. (Truck Tnsp.) ease 12(1) 12(1) 12(1) 12(1) 12(1) 
Motor Gasoline 76 Oct. R (Regular): 
N.Tex.(For shpt. to Tex.&N.M. dest’ns) (2)10-10.25(1) (2)10-10.25(1) (2)10-10.25(1) (2)10-10.25(1) (2)10-10.25(1) 
W.Tex.(For shpt. to Tex.&N.M. dest’ns) (1)10-10.75(1) (1)10-10.75(1) (1)10-10.75(1) (1)10-10.75(1) (1)10-10.75(1) 
Cent. W. Tex. (Truck Tnsp.) eee 10.5(1) 10.5(1) 10.5(1) 10.5(1) 10.5(1) 
Motor Gasoline 80 Oct, R (Regular): 
Crlahoms (Grew B). occ ccccccccscces (3)9. 35- 10. 375 (3)9.75-10.375(1) (3)9.75-10.375(1 (3)9.75-10.375(1) (3)9.75-10.375(1) 
Midwestern (Group 3 basis) ......... (4)9.75-10.37 (4)9.75-10.375(1) (4)9.75-10.375(1 (4)9.75-10.375(1) (4)9.75-10.375(1) 


N. Tex.(For shpt. to Tex.&N.M. dest’ns) 
W.Tex.(For shpt. to Tex.&N.M. dest’ns) 





+t 
(2310-107 75(1) 
(1)10-10.5(1) 


(2)10-10.75(1) 
(1)10-10.5(1) 


(2)10-10.75(1) 
(1)10-10.5(1) 


(2)10-10.75(1) 
(1)10-10.5(1) 


(2)10-10.7541) 
(1)10-10.5(1) 


i. Se, Cees BOD nc vcccccvccsccs (1)10-11(1) (1)10-11(1) (1)10-11(1) (1)10-11(1) (1)10-1101) 
Cent. W. Tex. (Truck Tnsp.) ........ 10.5(1) 10.5(1) 10.5(1) 10.5(1) 10.5(1) 
Motor Gasoline 84 Oct. R, (Regular): 
N.Tex.(For shpt. to Tex.&N.M. dst’ns) (2)10.75-11.175(1) — (2)10.75-11.175(1)—(2)10.75-11.175(1)— (2) 10.95 -44.175(1) saad: x Teta 
W.Tex.(For shpt. to Tex.&N.M. dst’ns) 11.25(1) 11. 33(1) 11.25(1) 11.25(1) os aera 
Cent. W. Tex. (Truck Tnsp.) 11.2511) 11.25(1) 11.25(1) 11.25(1) wen 
Motor Gasoline 60 Oct. M & below: 
— ” Y 5-9.75(1) (2)8.5-9.75(1) 
Oklahom Gr ia aceite .. (€2)8.5-9.75(1) (2)8.5-9.75(1) (9)8.6-9.75(3) es 298.5 
os meas litdey ns Ay PREPRESS oe thi (2)8.5-9.75(1) (2)8.5-9.75(1) (2)8.5-9. 75(1) eg eng 
N.Tex.(For shpt. to Tex.&N. M. ‘dest’ns) (1)9.375-10.3(1) (1)9.375-10.3(1) (1)9.375-10.3(1) oo a +h 9. 375c1t @ - 
W.Tex.(For shpt. to Tex.&N.M. dest’ns) (1)9.375-10(2) (1)9.375-10(2) (1)9.375-10(2) (1)9.375-10(2) 4 19.25 Hy 
i BO, COV RUD scccccccnesece (1)9.25-10.5(1) (1)9.25-10.5(1) (1)9.25-10.5(1) (1)9.26-10.8¢2) fh + a7 ane th 
Cent. W. Tex. (Truck Tnsp.) ........ (1)9.5-10.4(1) (1)9.5-10.4(1) (1)9.5-10.46(2) settee rn 
Motor Gasoline 86 Oct. R (Premium): 
¢ 2-14.2(1) (1)12-14.2(1) 
pad ee (1)12-14.2(1) (1)12-14.2(1) (1)12-14.2(1) ide ar 7 
New York harbor, barges ............ (1)11.7-14.1(1) (1)11.7-14.1(1) (1)11.7-14.1(1) (1)11.7-14.1(1) (1) 13.2-13.3502 
Philadelphia iain Setar elarar aia (1)13.2-13.35(1) (1)13.2-13.35(1) (1)13.2-13.35(1) (1)13.2-13.35(1) (1)13.1-13 25(1) 
Philadelphia, barges ................ (1)13.1-13.25(1) (1)13.1-13.25(1) (1)13.1-13.25(1) (aa 3)12-13.7(1) 
Baltimore .. SE ES Tom (3)12-13.7(1) (3)12-13-7(1) Oa ” 119i) 
MOMimare, BATHE .oicccccccccccccece 11.9(1) 11.9(1) 11.9(1) aed 
Motor Gasoline 90 Oct. R (Premium): 
we ee ee see e208 +24! 13/4: 13.4: 
New York harbor, barges 13.45(1) 13.45(1) 13.45(1) 9 3-3) 1 (2)43 Seen 3(1) 
EL, onde wai bse aceaided- (2)13.35-14.3(1) seat xT pai os. ecay ol Or thee 13. 25(1) 
Philadelphia, barges 13.25(1) 13.25(1) 5 = 5 
Baltimore .’...-. tii ee (2)13.35-13.7(1) (2)13.35-13.7(1) (2)13.35-13.7(1) oesar aed) 
MOMIMIOTS, WOPEES occ ccccdcecccvesccs 13.25(1) 13.25(1) 13.25(1) power 
Motor Gasoline 83 Oct. R (Regular): 
ae ere (1)10.75-12.7(1) (1)10.75-12.7(1) (1)10.75-12.7(1) (1930. 538 tS (10S iL sed) 


New York harbor, 
Philadelphia .. 
Philadelphia, barges 
EE cease Fim Od cts ot cb hearin ire 
Baltimore, barges 

Motor Gasoline: 

Western Penna., Bradford-Warren 


(1)10.5-11.5¢1) 
(2)12.1-12.8(2) 
(1)12-12.1(1) 
(3)11-12.2(2) 
(1)10.9-12(1) 


(1)10.5-11.5(1) 
(2)12.1-12.8(2) 
(1)12-12.1(1) 
(3)11-12.2(2 
(1)10.9-12(1) 


(1)10.5-11.501) 
(2)12.1-12.8(2) 
(1)12-12.1(1) 
(3)11-12.2(2) 
(1)10.9-12(1) 


(1)10.5-11.5(1) 
(2)12.1-12.8(2) 
(1)12-12.1(1) 
(3)11-12.2(2) 
(1)10.9-12(1) 


(1)10.5-11.51) 
(2)12.1-12.8(2) 
(1)12-12.1(1) 
(3)11-12.2(2) 
(1)10.9-12(1) 


78- 80 Oct. M (Prem) ......... 13.25(1) 13.25(1) 13.25(1) 3.25(2) 3a 
-76 Oct. M (Regular) 12(2) 12(2) 12(2) 12(2) — 
WwW tte Penna., Other Districts: ; 
78-80 Oct. M (Prem) ......... (1)12,5-13.8(1) (1)12.5-13.8(1) (1)12. 5- 13.8(1) (1)12.5-13.8(1) a )12.5-13 8(1) 
74-76 Oct. M (Regular) (1)11.5-12.8(1) (1)11.5-12.8(1) (1)11.5-12.8(1) (1)11.5-12.8(1) (1)11.5-12.8(1) 


Note: 


Research octane ratings, 
the letter ‘‘M’’ 


indicated by the letter ‘‘R’’, 


are minimum ratings. 


Motor method octane ratings, where 


used, are indicated by 





longer 














was offering 13c per bbl. “temporary discount”’ 
on tank car and barge sales of No. 4 fuel (0-10 p.t. 
No. 5). Company quotes $2.75 tank cars and $2.72 
barges; its allowance had been in effect since mid- 
November. 

New York barge prices 


ATLANTIC COAST 
Kerosine Prices Point Upward 


Prices for kerosine firmed all along the coast in the 
week before the holidays. Other prices moved irregular- 
ly. No. 2 fuel was slightly lower at New York Harbor. 
Heavy fuel eased somewhat with warmer weather. Esso 
Standard Oil Co. discontinued its 13c per bbl, “temporary 
discount” on No, 4 fuel at New York Harbor. 

Fuel oil sellers rankled under the warmest Christmas ) 
weather in years. Many of them said they couldn’t un- 
derstand how kerosine could be so tight and No. 2 fuel 
so soft at the same time. Terminal operators in New 
York claimed the warm weather had cut into heavy fuel 
retail sales by as much as 25% from recent weeks. 

Upward move in kerosine prices occurred mostly in the 
South, although end-of-week spot demand in New York 
Harbor was sharply higher. Standard Oil Co. (Kentucky) 
posted 9.5c, tank cars, for kerosine at Jacksonville and 
Port Everglades, up 0.3c per gal., 9.4c at Savannah, 
up 0.2c, and 9.3c at Mobile, Pensacola and Port Tampa, 
up 0.1c. Other suppliers in these districts generally said 
they were making similar advances in price. One major 
increased his Savannah price to 9.5c. 

New York Harbor traders said there were sizable in- 


for No. 2 fuel slipped back 
to 8c per gal. after having gradually staggered up 
to 8.2c the week before. Suppliers said the No. 2 
market showed almost immediate signs of softness 
the moment the weather turned warm. 

Lubricating oil prices still were anything but strong, 
refiners said. One of them pointed out that a com- 
petitor now was allowing discounts off his prices for 
solvent oils ranging from 1 to 1.5¢ per gal. on sales 
to blenders and compounders; his previously allow- 
ance was 0.5c. 

LP-gas prices were higher in some areas. Butane 
and propane were quoted at 3c per gal. in the South- 
west, up 0.5c. New York Harbor propane was quoted 
6§.25c, up 0.25ce. 
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Explanations of Price Tables 


The reader’s attention is directed to the fol- 
lowing explanations which apply to the Sum- 
mary of Daily Gasoline Prices appearing on 
page 40 and the price tables appearing on pages 
43-48 of this issue: 


The letter “X” indicates a change in price; if 
the change is on the low of the price range, the 
“X” is adjacent to the low; if the change is on 
the high of the price range, ‘the “X’”’ is adjacent 
to the high; a change from one flat price to a 
higher or lower flat price, or elimination of the 
low of a price range, is indicated with an “X” 
to the left of the new price; elimination of the 
high of a price range, is indicated with an “X”’ 
to the right of the new price. 


In the Gulf Coast Cargo price table on page 
46, the parenthetical figure after each price in- 
dicates the number of companies quoting that 
price. 

In all other price tables, the parenthetical fig- 
_ures before and after prices indicate the num- 
ber of companies quoting the lows and the highs 
of the price ranges; no attempt is made to in- 
dicate the number of companies whose prices 
are within the lows and the highs, and therefore 
no attempt is made to indicate the number of 
companies contacted for prices for each prod- 
uct. Nearly 200 primary suppliers (refiners and 
tanker terminal operators), plus an even larger 
number of other sources (jobbers, compounders, 
consumers, distributors, brokers, tank car mar- 


keters, etc.) are contacted for prices at regular 
intervals. 




















quiries for kerosine in the market. For the first time this 
season, kerosine was “firm at the posted barge market’”’ 
of 8.9c per gal., they declared. Most lots were held for that 
price, although some were said to be offered at 8.8c. 

Meanwhile, No. 2 fuel eased. After a rise of 0.3c the 
previous week to 8.2c per gal., low quoted price at New 
York Harbor for barge lots dropped back to 8c. There 
were some indications that 7.9c (the old 0.6c discount 
price) was once again available. 

No. 6 fuel prices continued relatively firm at $2.05 
barges in Middle Atlantic terminal districts. As opposed 
to supply developments in recent weeks, there appeared 
to be more heavy fuel available for open market business. 
Warm weather has cut down sales somewhat. In ad- 
dition, cargo arrivals from the Southwest have been 
stepped up considerably. 


GULF COAST 


Kerosine and Heavy Fuel Demand Active 

There was active, if mostly unfilled, demand for kero- 
sine and low sulfur heavy fuel at the Gulf during the 
pre-Christmas week. Trading in other products was light. 
One cargo of gasoline was sold. 

“Premium” bids for kerosine and low sulfur heavy fuel 
oil continued in the market most of the week. Con- 
versation about these two products generally revolved 
only around what buyers were willing to pay, for most 
sources said they had none to offer in the open market. 

Cargo traders said that bids of 8.125c per gal. were fail- 





OIL MARKETS 


ing to bring out any additional supply of kerosine. One 
supplier said he was approached by buyer willing to 
pay 8.5c, but added that he was not in position to make 
an offering. Cargo prices for kerosine ranged upward 
from 7.75c, but prices near low of range were available 
only to regular accounts. 

The other product that could be traded at prices higher 
than current lows was low sulfur bunker “C” fuel. Sev- 
eral suppliers said they were offered “premiums” rang- 
ing up to 10c per bbl. for “quality’’ material. One re- 
finer said buyer was willing to pay that price for cargo 
for February delivery. 

On the other hand, "run-of-the-mine” “C” fuel still 
was dificult to move at $1.65 per bbl, This material has 
been available to New York buyers from Venezuela and 
West Coast sources at about $1.90 delivered, or 15c per 
bbl. off quoted New York prices. With current vessel 
rates Gulf/New York about 37c per bbl. for heavy fuel, 
some Gulf refiners tended to offer average quality heavy 
fuel on a delivered basis, New York, rather than quote 
FOB Gulf. ° 

There continued to be sharp competition for spot gaso- 
line business. The difficulty was spot buyers were hard 
to find. One refiner sold a part cargo of gasoline, 85 oct. 
Research regular grade, at 9.375c and 90 oct. Research 
premium at 10.375c, Material had low lead content. 

The active demand for kerosine and the lack of de- 
mand for gasoline was pointed up in one Chicago mar- 
keter’s inquiry, He said he was anxious to buy about 
30,000 bbls. of kerosine, and indicated he might have 
to take some gasoline in order to get it. 

The export market was quiet and little improvement 
was expected in it for the early future. 





MID-CONTINENT 
Fuel Oil Prices Rise, No. 6 Demand Up 


Light and heavy fuel prices were increased in several 
Mid-Continent areas the past week. Demand continued 
“extremely” heavy for No. 6 fuel, and inquiry for dis- 
tillates was steadily increasing. Gasoline, despite cold 
weather, was reported as “holding its own” in some 
areas. 

No. 6 fuel, which showed the largest increase in price 
during the week, ranged from $1.00 to $1.25 per bbl. in 
Oklahoma; from $105 to $1.60 per bbl. in Kansas; and was 
priced at $1.50 per bbl. in Arkansas when refiners in- 
creased their prices in amounts ranging from 5 to 20c 
per bbl. 

Range oil kerosine, Nos. 1 and 2 fuels were up slightly 
on the lows of price ranges in Oklahoma and Kansas. 
Refiners from most areas said heating oil inquiry was in- 
creasing from “outside” buyers, and regular customers 
were asking for larger shipments. 

Although No. 6 fuel was “unavailable” in open market, 
according to some sources, several sales involving that 
product were disclosed. An East Texas refiner sold 5,000 
bbls. at $1.20 per bbl., FOB refinery; a Kansas re- 
finer sold 10 cars at $1.15 per bbl., FOB refinery and sale 
of 10 cars at $1.05 per bbl., FOB refinery, was reported 
by an Oklahoma refiner, all shipments going to the Mid- 
west. Another East Texas refiner sold 25 cars to steel 
mills at $1.15 per bbl., FOB refinery. 

An Oklahoma broker sold 15 cars of ordinary gas oil 
to the Midwest at 5c per gal., FOB Group 3, and an East 
Texas refiner sold 20,000 gals. range oil to the Midwest 





LUBE Fluorescent color for 





additive lube oils. 





lvent extracted and 
QLORS so 
Ct 





$8 (CCX, 


HARTOL 





ASOLINE a ae PETROLEUM CORPORATION 
ependable 
PATENT CHEMICALS. INC. a. ee INDEPENDENT MARKETERS 
Serving Maine to South Carolina 
PATERSON 4, N. J. IOWA-ILLINOIS-WISCONSIN-MISSOURI 630 FIFTH AVENUE. NEW YORK 29 WY 





December 28, 1949 











OIL MARKETS 


at 8.25c per gal., FOB refinery, for the only other 
sales disclosed in open market the past week. 

Buyers still were offering from 5 to 15c per bbl. over 
“low published price” for No. 6 fuel, according to most 
sources, at end of week. One Arkansas refiner had to 
turn down inquiries for 30,000 bbls. kerosine and 10,000 
bbls. of heavy fuel because of low stocks. Buyer indi- 
cated willingness to pay more than 7.5c per bbl. over 
“the low” for immediate delivery of the heavy fuel. 


WESTERN PENNA. 
Crude Rise Not Reflected in Products 


Christmas-week reports from Western Penna. refiners 
showed relatively steady demand for most products. 
Prices were unchanged, and showed no early signs of 
reflecting the 14c per bbl. increase in crude prices made 
earlier this month. 

Motor oil shipments mostly were good, according to 
reports. Neutrals enjoyed seasonally active demand, but 
both 150 and 200 vis. were available for earlier deliveries 
than previously. One refiner said he had made a “sub- 
stantial” inter-refinery sale of bright stock, but did not 
reveal the price. 

South American inquiry was reported in the market. 
It called for about 12,500 bbls. of neutral oils, 600 bbls. 
of bright stock and smaller quantities of cylinder oils. 

Gasoline was described by some refiners as “steady.” 
Other sources said that pricewise the product “was not 
strong.” 





There was some increase in buying interest in kero- 
sine and fuel oils. One refiner who was short reported 
he had paid 9.Ec for kerosine in upper field; quotations 
to the trade in this district ranged from 9.5 to 9.75c. 

Scale wax demand still was active, and there appeared 
to be little offered for immediate shipment. 


MIDWESTERN 
Light and Heavy Fuel Prices Slant Upward 


General price increases for light and heavy fuels during 
the third week of December advanced Midwest price 
ranges for three grades of distillate fuel and for No. 6 
fuel. Refiners said over-all movement of light fuels was 
“good,” but open market traders for the most part in- 
dicated demand was slack. 

Buyers continued to search for residual fuel and found, 
they said, spot quotations that ‘‘priced material out of the 
market.” Gasoline was “sloppy” with prices for some 
grades of regular gasoline “sagging badly” in open mar- 
ket. 

30th 41-43 and 42-44 gravity kerosine prices ranged 
from 7.875 to 8.5c, Group 3, up 0.125c¢ on the low, while 
range oil advanced 0.125c on the high to range from 
7.6 to 7.75c. Advances in other light fuels by Midwest 
refiners left quotation ranges unchanged. 

Trading remained dull for the most part. However, a 
Chicago tank car marketer disclosed sales totaling 30 
cars of range oil at 7.5c, Group 3, and 10 cars of No. 2 
fuel at 6.875c, Group 3. Midwest refiners’ quotations for 
No. 2 ranged from 6.6 to 7c. 

Tightness of No. 6 fuel had most refineries holding this 
material for their own commitments and at same time 
sending quotations to resellers sharply upward. Resellers 
said they had been quoted up to $1.50 per bbl., Group 3 
for No. 6. Midwest refiners’ quotations ranged from 
$0.95 to $1.15 per bbl., Group 3. 








NPN Gasoline Index 


Cents Per Gal. 


Dealer T.W. Tank Car 
Dec. 27 ; 14.90 10.99 
Month Ago p 15.00 11.06 
Year Ago , ohee alia 14.79 11.28 


Dealer index is an average of ‘‘undivided’’ dealer prices 
ex tax, in 50 cities 

Tank car index is weighted average of following wholesale 
markets for regular-grade gasoline FOB refineries or 
terminals: Okla., Midwestern, W. Penna., Calif., N. Y 
Harbor, Philadelphia, Jacksonville, Boston and Gulf Coast 











CHICAGO DISTRICT 
Prices Increased for Light, Heavy Fuels 


Price increases in Chicago District the week prior to 
Christmas advanced range lows for residual fuels and 
range highs for light fuels. Several trade sources said 
heavy fuel supplies appeared to be falling farther behind 
in meeting demand because of increased number of man- 
ufacturing firms converting from coal. 

Quotations for low and high sulfur No. 5 fuel were up 
0.25c and 0.22c, respectively, on the lows of price ranges 
with low sulfur No. 5 fuel ranging from 6.75 to 6.85c per 
gal. and high sulfur from 6.62 tc 7.15c. High sulfur No. 
6 fuel ranged from 5.6 to 6.25c, up 0.1c on the low. 

Range oil and No. 2 fuel prices were up 0.125c and 
0.25c on the highs, respectively, with range oil prices 
ranging from 9.75 to 10.25c; No. 2 from 8.75 to 9.5c, 
FOB Chicago District. Trading in distillate fuels gen- 
erally was light although some sales were disclosed. 

Stocks of gasoline remained high in the Chicago area 
and price for 80 Research octane regular-grade gasoline 
ranged from 11.625 to 11.875c. Sales were reported at 
the low and high. 


CENTRAL MICHIGAN 


Residual Fuel Prices Continue Upward 


Residual fuel prices firmed considerably but established 
price ranges were unchanged in Central Michigan in the 
week prior to Christmas. Two refiners advanced their 
quotations 0.5c per gal. for both Nos. 5 and 6 fuels 
Single refiner left quoting 5.5c per gal. for No. 6 oil 
said he was “meeting a local competitive situation.” 

Light fuels ‘were firm and demand was steady, refiners 
said, while gasoline was slow and inventories generally 
were “creeping higher.” 

tefiners’ advances of 0.5c per gal. for Nos. 5 and 6 
fuels were to prices within ranges of 6 to 7.7c, and 5.5 
to 7.5c, quoted by other refiners for the two products, 
respectively. Product was closely held by most re- 
finers. 

Sales of 80 Research octane regular-grade gasoline at 
12c were reported by one refiner. Refiners’ quotations 
for this grade ranged from 12 to 13.25c, FOB plants 





Crude Oil Prices 
Ohio Oil cuts crude prices 15-25c in three Wy 
oming heavy fields (see p. 51). 
No other changes in crude oil prices reported 
in week ended Dec. 24. For complete crude price 
cchedules see p. 50-51 of this issu 
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Oil Refiners, Inc. @ AUTOMOTIVE @ MARINE 
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CRAUN TRANSPORTATION, INC. 
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OIL PRICE SECTION 





Prices at Refineries and Terminals and by Tank Wagon 
PRICES IN EFFECT DEC. 27 


Prices herewith are reproduced from Platt’s OILGRAM Daily Oil 
Price Service, associated with National Petroleum News, whose rep- 
resentatives in all NPN-OILGRAM offices devote their time exclusively 
to reporting oil industry prices everywhere. 

Prices shown in tables are sales prices or quotations or general offers 
or posted prices by refiners, by pipeline terminal operators, and by 
tanker terminal operators; for current sales and shipments; for the bus- 
iness day or period stated; except Tank Wagon prices, prices are for 
bulk lots such as tank car, truck transport, barge; prices applying to 
barges or cargoes or truck transport lots only, so designated; FOB re- 
fineries or terminals; in cents per gal., except per bbl. where $ sign is 
shown; wax and petrolatums in cents per pound; ex all fees and taxes; 
fer crude oil and its products lawfully produced and transported; re- 
ported as received by OILGRAM and National Petroleum News but not 
guaranteed; for subscribers’ private use only and not for resale or 


GASOLINE 


Oklahoma (Group 3) 


Ohio points: 


OH1O—Quotations of S. O. for delivery to 


distribution or publication. During periods of short supply, some sellers, 
and at times all sellers, withhold quotations to new customers or the 
posting of firm prices but give OILGRAM the prices they otherwise 
would quote to the trade in general and which they confine to their regu- 
lar customers only. Octane ratings are ASTM; Research Method rat- 
ings, indicated by letter R, are minimum ratings; Motor Method ratings 
are indicated by letter M. Parenthetical figures before and after prices 
indicate number of companies quoting the lows and highs of the ranges. 
For further details of price conditions apply to any NPN—OILGRAM 
office or see back of any OILGRAM Price Service invoice. 

For complete price service delivered daily from nearest OJLGRAM 
publishing office, New York, Cleveland and Houston, address Platt’s 
Price Service, Inc., 1213 West 3rd St., Cleveland (13), Ohio. Annual 
subscription rate in U. 8.: $150 per year, payable in advance. 


CYLINDER STOCKS: 
Bright Stock, 


73-75 Oct. M ......seeeeee 14.0 145-155 vis. at 10°, ¢ 540-550 fl, No. 8 col. 
OP Gis Ee, was cccdand (1)10.5—11.625(1) EP Bits. eserves vad (1)19. 5—-20.5(1) 
“Te > “Sere 3)9.75-10.375(1) CALIFORNIA SE OE. apccvcccescctoscsse GUND 
60 Oet. M & Below ... (2)8.5-9.75(1) Los Angeles dist.: 25 p.t. eerie yy 17 
80-82 Oct. M Prem. ..... (1)12.75-16.1(1) 600 S.R. filterb’l. (3)11-12.5(2) 
MIDWESTERN ——! 3 basis) 74-76 Oct. M Reg (1)11.6-13.6(2) 650 S.R. , : (3)12-13.5(2) 
86 Oct. R Prem. eeeeees (€1910.5-11.625(1) aon fags ‘ : 600 fi ; (3)14-18(1) 
aS Set. BMS. ..------ rely wy or te 80-82 Oct. M Prem. ..... (1)15.85-16.6(1) 630 16(4) 
Se verse, 74-76 Oct. M Reg. ...... (1)13.85-14.1(1) 
y San Joaquin Valley: 
as ie oo ae 80-82 Oct. M Prem. ..... (1)15.85-16.6(1) 
ie soy === fla ag 76 74-76 Oct. M Reg. ...... (1)13.85-14.1(1) MIDCONTINENT LUBES 
86 Oct. R POM. ..ccccce (2)11-12.75(1) wus ov aee a = 
Se Ge: Be POR, cccuwcss (1)12-13.175(1) 


76 Oct. R Reg 

80 Oct. R Reg. 

84 Oct. R Reg. . 
60 Oct. M & Below 


(2)10—-10.25(1) 

(2)10-10.75(1) 
(2)10.75—-11.175(1) 
(1)9.375-10.3(1) 


WESTERN PENNA. 
W. TEX. (For shpt. to Tex. & N.M,. dest’ns.) 


LUBRICATING OILS 


Prices are for sales made, or offers reliably 


FOB Tulsa basis. Bright Stocks, vis. at 210°. 
Neutrals, vis, at 100°, 0-10 p.p. 


Neutral Oils—Conventional 
Pale Oils Col, 


82 Oct. R Prem. (1)11-11.75(1) . 60-85 vis 2 (1)10-11(1) 
86 Oct. R Prem. . (1)11-11.25(1) reported, to jobbers & compounders only. 86-110 vis, 2 (1) 10.5-11.25(1) 
1 I con riccenena 12(1) VISCOUS NEUTRALS—No. 3 cel. Vis. at 70° —— § (1)10.75-13(1) 
76 Oct. R Reg. (1)10-10.75¢1) F. 200 Vis. (180 at 100°) 420-425 fi. —o— oon rei tg 
é 3 vo v 
on 2 i ete Ne. ciSupbeldesieenties (1)20.5-21.5(1) 250 vis. 3 (1)13-14(1) 
e Pa ae eh een 5 10 p.t. ree (1)19.5-20.5(1) 220 vis. "3 (1)13.5 
. 19 Q7n oda oe 2 : 13.5-14(2) 
60 Oct. M & Below. eeeeeee (€139.375-10(2) 15 p.t (1)18.5-19.5(1) 300 vis 3 r rary 
E. TEX. (Truck tnspt. ) 25 p.t . . (5)17-18(1) 
86 Oct. R Prem, ........ (1)11-12.5(1) 150 Vis. (143 at 100°) 400-405 fi. 
80 Oct. R Reg. ...... (1)10-11(1) om “ey yen a 5- er aby Cylinder Stocks: 
60 Oct. M & Below... (1)9.25-10.5 p.t. Capes 
Oct. M & Below 1)9.25-10.5(1) 15 p.t a 16 5- 17.5(1) 600 s.r., olive green (1)18-14(1) 
CENT. W. TEX, (Truck Transpt.) 25 p.t (3)15-16(1) Black Oil 


82 Oct. R Prem. 


(1)11.25-11.5(1) 
86 Oct. R Prem 


(1)11,25-11.5(1) 


93 Oct. R Prem. . peed 12(1) 

76 Oct. K Reg 10.541) 
“0 Ort R Peg 10.541) 
84 Oct. R Reg — 11.25(1) 
60 Oct. M & Below (1)9.5-10.4(1) 


ARK. (For shipment to Ark. & La.) 


86 Oct. R Prem 11.125(1) 
80 Oct. R Reg. . 10.125(1) 
60 Oct. M & Below 8.875(1) 


KANSAS (For Kansas destinations only) 

82 Oct. R Prem. (1)11.1-11,75(1) 
86 Oct. R Prem. (1)11.1-12(1) 

76 Oct. R Reg. (1)10.1-10.75(1) 
80 Oct. R Reg (1)10.1-11(1) 

60 Oct. M & Below (1)9.125-10.1875(1) 
VESTERN PENNA. 
Bradford-Warren 
78-80 Oct. M Prem. 
4-76 Oct. M Reg. 


Other districts: 
78-80 Oct. M Prem (1)12.5-13.8(1) 
74-76 Oct. M Reg. . (1)11.5-12.8(1) 


CENTRAL MICHIGAN 
(FOB Central Michigan refineries) 

- 2d eee (1)12.75-13(1) 
86 Oct, R Prem. ; (1)13.5-14.25(1) 
76 Oct. R Reg. (2)11.75-12.5(1) 
80 Oct. R Reg. F (1)12-13.25(1) 
Str. run gasoline, excl 

Detroit shpt. 


~ 


i 
tow 
wh 


(1)9.75-11.625(1) 


cai 6 ce a NEUTRALS WRITE FOR SPACE RATES 
CYLINDER STOCKS 
RECLAIMERS « RE-REFINERS MOTOR OILS NATIONAL PETROLEUM NEWS 






MOTOR OIL - SOLVENTS 


QUALITY — PRICE 


MArket 3-4670 
ACME REFINING CORPORATION 





12-34 LISTER AVE... NEWARK 5, N. J 





December 28, 1949 


WAVERLY 


OIL WORKS CO. 
PITTSBURGH 1, PA. 


ESTABLISHED 1880 


REFINERS OF 
100% PURE PENNA. 


“Penna. Grade Crude Oil Assn” 
Permit No. 11 


eee 





THIS 
IS YOUR 
MARKET PLACE! 





A card advertisement in 
NPN’s Market 


every week will bring you 


Section 


quick and continuous 
sales at low cost. 


1213 West Third St. 
Cleveland 13, Ohio 
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OIL PRICE SECTION 





Mid Continent Lube (Cont.) 


Bright Stock—Conventional 


200 vis. D: 
PE GK, sewer ssceeesee 
150-160 vis. D: 


Bright Stock—Solvent 
150-160 vis. 0-10 p.p., 95 v.i. 





Refinery & Terminal Prices (Continued) 


23(1) 


(2)17-19(1) 
(1)17-18.5(1) 


(2)16.5-18(1) 


(1)19-20.5(1) 








@ These 


how much the 










WHAT ARE 
OIL MARKETERS 
TALKING ABOUT 





two are 
talking about the added sales 
and extra profits they are enjoy- 
ing with 100% pure Pennsyl- 
vania ELK-refined products. 

They’ve found their customers 
know and trust these top quality 
lubricating oils, known for 50 
years to be “better from the 
ground up.” And, protected by 
Elk Refining Company’s guar- 
anteed price and delivery policy, 
they are assured of deliveries, 
positive of quality and confi- 
dent of high profits. 

If you are a quantity buyer of 
Bright Stocks, Neutrals or Fin- 
ished Motor Oils, find out NOW, 
Elk Refining 
Company price, quality and de- 
livery agreement can mean to 
you. Write, wire or phone for de- 
tails. No obligation of course. 


ELK REFINING COMPANY 
KANA 


WHA VALLEY BLDG., 











CHARLESTON 24, W. VA. 
Apbbbas> 
4 
100” PuRS 
A PENNSYLVANIA 
a 
” v 
‘, PRODUCTS ,Y 
44 »’ 
44aand? 
Refiners of Motor Oils 
Highest Bright Stocks 
Quality Neutrals 
Pennsylvania Grade Cylinder Stocks 
Petroleum Waxes 


PRICES IN EFFECT DEC. 27 


Neutral Olls—Solvent 


170-180 vis., 98 v.i. ....... (1)12.5-13.5(2) 
200-210 vis., 90-95 v.i. (1)13.5-15(1) 
wee Ces Be Ga ccc ctcess (1)15.5—16.5(1) 


SOUTH TEXAS (Neutral Oils) 


(Vis. at 100° F. FOB refineries for domestic 
and/or export shipment.) 


PALE OILS: 
VIS. COLOR 
100 1%-2% coccccce 9.545) 
200 No. 2-3 . coccccce 10.5(5) 
300 No. 2-3 eoccccecs 11.25(5) 
500 No. 2%-3% ........ 12(5) 
ee BR DE sco rvceseese 12.75(5) 
See Se GW vaccreccaves (4)13.5-14(1) 
2000 No. 4 (1)14-14.5(5) 


RED OILS: 
100 NO, 5-6 ...-cecrccee 9.5(4) 
200 No, 5-6 ... 10.5(5) 
300 No, 5-6 ..... 11.25(5) 
500 No. 5-6 ..... 12(5) 
750 No. 5-6 ...-.2--e0-- 12.75(5) 
1200 No. 5-6 . ° (4)13.5-14(1) 
2000 No. 5-6 ...-ceeeeess (1) 14-14.5(5) 


NATURAL GASOLINE 


(Group 3 & Breckenridge prices are to blend- 
ers on freight Basis shown beluw. Shipments 
may originate in any Mid-Continent manufac- 
turing district.) 

FOB GROUP 3 

ee EE peaceeats 
FOB BRECKENRIDGE 
Csrade 26-70 ..cccccccecs 


5.875( Quotes) 


5.375 (Quotes) 


KEROSINE, GAS & FUEL OILS 


OKLAHOMA (Group 3) 
41-43 w.w. 
42-44 ww. 
tange oil TreT 
58 & above D.I 


.x(1)7.875-8.875(1) 
x(1)7.875-9(1) 

. x(3)7.75—-8.75(1) 

diesel 


(1)7.5-8.125(1) 
No. 1 p.w. x(1)7.625-8(1)x 
No. 1 straw .x(1)7.625-8(1)x 
No. 2 straw x(1)6.875-8.5(1) 
No. 3 (1)6.75-7(1) 
No. 6 (1)$1.00—-1.25(1)x 


MIDWESTERN (Group 3 basis) 
41-43 w.w 

42-44 wow. 

MD GEE in cis 0's cb b.0000 000 
58 & above D.I. diesel .... 


x(1)7.875—-8.5(1) 
x(1)7.875-8.5(1) 
(1)7.6—-7.75(1)x 


No, 1 p.w. (1)7.5-7.875(1) 
No. 2 straw (1)6.6-7(4) 
No 6 (1)$0.95—1.20(2)x 


N. TEX. (For shpt, to Tex. & N.M. dest’ns.) 


GeeGe UW. 0.08 casenteccscn (2)8.5-9.6(1) 
42-44 w.w. (1)8.5-9(1) 
58 D.I, x(1)7.75—9.8(1) 


et td aa 
No. 6 fuel 


(1)8.25-8.75(1) 
$1.00(1) 


W. TEX. (For shpt. to Tex. & N.M. dest’ns.) 


41-43 w.w. oses 

Eee 10.5(1) 
Ie ree ree 9.25(2) 
ef err ee (1)8.5-9.25(1) 
No. 6 fuel (1)$1.25-1.50(1) 


E. TEX. (Truck trnspt.) 


41-43 w.w., (1)8.5~-9.25(2) 
42-44 w.w “A ™ (1)8.5-9.5(1) 
58 & above D.I. diesel (2)8-9(1) 
a Wn ashes éeeectanis (1)8~-9.25(1) 


No. 6 fuel (1)$1.00—-1.70(1) 
CENT. W. TEX. (Truck trnspt.) 
41-43 w.w. 


ees deeds e-neae (1)9-9.5(1) 
58 & above D.I. diesel .... 


(1)8.75-9.25(1) 


Se: RE OE cscee 8.5(1) 
No. 1 fuel ‘ankobesne 9.25(1) 
Ne FO a ee 9(1) 
No, 5 fuel owiehe biceceeé $1.68(1) 
ee eres ere (1)$1.25—2.00(1) 


KANSAS (For Kansas destinations only) 
42-44 wW.w 


° x(1)8.25—9.625(1) 
58 & above Diesel 


(1)8.125—-9.5(1)x 


No. 1 fuel ee eae (1)7.7-9.3(1) 
moO, 2B fuel ... ~ (1)6.8-8.625(1) 
No, 4 fuel ..... ° . $2.57(1) 
No, 5 fuel . x(1)$1.80—2.07(1) 
No. 6 fuel x(1)$1.05—1.60(1) 


ARK, (For shipment to Ark. and La.) 


Cae Ge, paedadccenvese x8.125(1) 
Ra SS ee 9.125(1) 
Diesel fuel 52 & below x7.625(1) 
Diesel fuel 58 & above x8(1) 
tt Ke rea ee x7.125(1) 
No. 3 fuel . eee ws x6.875(1) 
a tae eds aWwenkeuenedu $1.85(1) 
a: Ee We wapns sees ad enin $1.65(1) 
ak we csvveckeecdons $1.50(1) 
WESTERN PENNA. 

Bradford-Warren District: 

15 w.w ‘ . ‘ rT (3)9.5-9.75(1) 
SS aa ee 

No. 2 fuel (1)9-9.25(3) 
No. 3 fuel eeneeve (2)9-9.25(1) 
ee MEE 666 600ee0sk 0% 9(2) 
Other districts: 

Se GA wendeeanss concees (3)9.5-10(1) 
a. Cn d.ddewdaeeeeweasee (1)9.25-9.5(1) 
le eee ee (2)8.75-9.5(1) 


ek. an beens eeeeene wh (2)8.75-9(1) 


(2)8.75-9(1) 
CENTRAL MICHIGAN 

(FOB Central Michigan refineries.) 

Range oil (1)10.5—-11.5(1) 


46-49 w.w. kero. .....-... (1)10.75-11.5(4) 
P.W. distillate ............ (4)10.75-11.1(1) 
No, 2 light straw ........ (2)9.75—10.5(2) 


No. 3 straw ....ccecccecee (1)9.75-10.1(1) 
UW.G.E, GOS GB ccccecccoce (3)8-8.8(1) 
No, 5 fuel Wid cate Ge (2)6-7.7(1) 


No. 6 fuel (1)5.5-7.501) 
OHIO—Quotations of S.O. Ohio for delivery to 
Ohio points: 


DE: CAivvekbarsenavane 11.5 


CALIFORNIA 

San Joaquin Valley: 
CS itt emneres saneea 
Heavy fuel (PS 400) ..... 
Light fuel (PS 300) ..... 
Diesel fuel (PS 200) ..... 
Stove dist. (PS 100) 

Los Angeles: 

40-43 w.w. wekaneeeees 
Heavy fuel (PS 400) 

Light fuel (PS 300) 

Diesel Fuel (PS 200) ..... 
Stove dist. (PS 100) ..... 
San Francisco: 

SM Csedilvkes smeeee 
Heavy fuel (PS 400) ..... 
Light fuel (PS 300) ..... 
Diesel fuel (PS 200) ..... 
Stove dist. (PS 100) ..... 


(1)12.6-15.6(1) 
$1.55(2) 
$2.10(2) 

(1)10-11.5(1) 

(1)11.5-13.3(1) 


(1)12.1--15.1(2) 
(1)$1.25~-1.50(2) 
(1)$1.65-2.05(3) 

(1)8.1-11(2) 
(1)9-12.5(2) 


11)12.6~-15.6(1) 
$1.55(2) 
$2.10(2) 

41)10-11.5(1) 

(1)11.5-13.3(1) 





te) 4 


140 CEDAR STREET 


M. HENWOOD ASSOCIATES 


ENGINEERS @ ARCHITECTS 


NEW YORK 6, N. Y. 
Tel. WOrth 4-6485 


ENGINEERING SERVICE TO THE 


PETROLEUM INDUSTRY 





NATIONAL PETROLEUM NEWS 




















OIL PRICE SECTION 





Refinery & Terminal Prices (Continued) 


CHICAGO DISTRICT PRICES 


Prices to jobbers & distributors in tank car 
and/or truck transport lots FOB refineries, 
pipe line terminals and inland waterway barge 
terminals. 

Motor Gasoline 

86 Oct. R Prem 

SO Oct. R Reg. 
Light Fuel Oils 

Range oil soccccococess GSO. Te-S03Kie 

IO. DB Pud wcccccccsesee (€3)8.75-0.5(1)= 
Heavy Fuel Oils 

No. 5, low sulfur . (1)6.75-6.85(2) 

No. 5, high sulfur . x(1)6.65-7.15(1) 

No. 6, low sulfur ...... cece 

No. 6, high sulfur x(1)5.6-—6.25(1) 


WAX 


WESTERN PENNA, (Bbis, C.L.) 
White Crude Scale: 
oS Pe eae 4 
124-126 A.M.P. ..--0.: es (2)4.5-4.75 
SEABOARD 

Melting points are AMP, 3° higher than 
EMP. Prices are for carload lots; domestic 
prices are FOB refinery; scale in bags or 
bbis.; fully refined, slabs loose. Export prices 
are FAS; scale in bags or bbls.; fully refined 
in bags or cartons. 


(1) 12.25—-12.625(2) 
. (2)11.625-11.875(1) 


Crude New Orleans N.Y. N.Y. 
Scale Export Domestic Export 
124-6 wh. ..... 4.75(2) 4.75(2) 
Fully Refinea: 

i wes  ‘eehins 6.35(2) . 

125-7 . men 6.35(3) (1)7.05-7.2(1) 
Pe we ss08e 6.35(3) (1)7.05-7.2(1) 
Pere 6.40(1) 7.15(1) 
133-5 6.45(3) (1)7.15-7.3(1) 
135-7 6.6(2) 7.45(1) 
138-40 7.05(3) (1)7.75-7.9(1) 
143-5 os teees 7.3(2) (1)8-8.15(1) 
nr ree 10.05(1) 11.5(1) 


NAPHTHAS AND SOLVENTS 


(FOB Group 3) 


Stoddard sclvent ... 10.375(3) 


Cleaners naphtha ......... 10.875(4) 
Ves WOE 2 ccscvces (4) 10.875—11.125(1) 
Mineral Spirits a (419.875-10.125(1) 
Rubber solvent ........... (1)10.375-10.875(3) 
Lacquer diluent ...........(€2)11.125—11.375(2) 
Benzoil diluent ........... 12.125(3) 


WESTERN PENNA. 

Other Districts: 

Untreated Naphtha ....... 12.75(1) 
Stoddard Solvent (3)12.25-13(1) 


OHIO—Quotations of 8.0. Ohio for delivery to 
Ohio points: 

We EE oinbwdeecei'ecces Sid 16.0 
Mineral Spirits & Stoddard Solvent... 15.5 
Be GO nv nb c0eccscccevicces 15.0 


E. TEXAS (Truck Trnspt.) 
Stoddard Solvent . (1)10-10.75(1) 


KANSAS (For Kan, Dest’n. only) 
Stoddard Solvent ........ 


ATLANTIC COAST 


x11.375(1) 


V.M.&P. Mineral 
Naphtha Spirits 
New York 
DG sxewe 15(4) 14(5) 
Philadelphia .. 15(4) (4)13-14(1) 
Baltimore wi ec 13.5(3) 
en .. eaeenne 15.5(4) 14.5(5) 
Providence... 15.5(1) 14.5(3) 





WORLD’S FIRST 
PETROLEUM INSPECTORS 


Now in Chicago and 33 other 


oil transportation centers 


throughout the world. 


CHAS. MARTIN 
& Company 





December 28, 1949 


PRICES IN EFFECT DEC. 27 
ATLANTIC & GULF COASTS 


Prices are of refiners, FOB their refineries & tanker terminals, and of tanker termina] operators, 
FOB their terminals. Ships’ bunkers prices are exclusive of lighterage. 


86 Oct. R 90 Oct. R 79 Oct. R 83 Oct. R Kerosine 
District Prem. Gasoline Prem. Gasoline Reg. Gasoline Reg. Gasoline No. 1 Fuel 
N. Y. Harbor. .(1)12-14.2(1) : 7 fe & (1)10.75-12.7(1) 9(16) 
do barges. ..(1)11.7-14.1(1) 13.45(1) o° (1)10.5-11.5(1) 8.9(16) 
Albany x(1)13.95-14.3(1) (1)13.95-14.2(1)x (6)12.7-12.8¢(1) 9.219) 
3altimore . (3)12-13.7(1) (2)13.35-13.7(1) re 3)11-12.2(2) 9(10) 
do barges 11.9(1) 13.25(1) ee (1)10.9-12(1) (2)8.9-9.4(1) 
Baton Rouge 11.6(1) 10.6(1) ‘ S.7(1) 
do barges 11.641) 10.6(1) 
Boston . -€1)12.2-14(2) (1)13.75-14.5(1) ‘awe (1)11.2-12.5(8) 9.2(14) 
Charleston (1)12.4-13.475(1) 13.45(1) need (1)11.4-11.75¢1) 8.8(5) 
Corpus Christi 12(1) 13(1) Ant 11(2) sae » 
Houston ‘ 11.75(1) (1)13.15-13.3(1) pebin (1)10.75-11.3(1) (1)8.75-10.25(1) 
do barges . .(1)11.5-12(1) (1)12-13.3(1) (1)10.75-11.75(1) (1)8-8.75(1) 
Jacksonville (1)12.6-12.8(4) 12.8(1) (1)11.6-11.505) x9.5(10) 
Miami 12.814) 11.8(4) x9.5(3) 
Mob. le 12.6(2) 12.611) , 11.6(3) x9.31(4) 
New Haven (1)14-14.2(1) x14(1) 2)12.5-12.7(1) 9.1(9) 
New Orleans.x(1)11.5-11.8(1)x x(1)10.75-10.8(1) 10.8(1) (1)8.75-9.(1) 
do barges x(1)11.5-11.8(1)x x (1)10.75-10.8(1) 10.8(1) x(1)8.45-8.8(1) 
Norfolk (1)12.1-12.3¢1) 13.5¢1) eevee (1911.1-11.5(1) (6)9-9.1(1) 
Pensacola : 12.641) oi ed eer 11.6(1) (1)9.2-9.3(¢1) 
Philadelphia ..(1)13.2-13.35(1) (2)13.35-14.3(1) ° (2)12.1-12.8(2) 9(10) 
do barges (1)13.1-13,.25(1) 13.25(1) cies (1)12-12.1(1) 8.9(8) 
Port Everglades 12.8(4 12.8(1) , 11.8(6) x9.5(6) 
Portland (1)13.75-13.8(2) (1)13.75-13.8(1) ae (3)12.3-12.5(1) 9.83°(8) 
Providence (1)13.75-14(2 (1)13.75-14(1) , 12.515) 9.249) 
Savannah 12.8(4) 12.8¢1) 11.8(7) (1)9.2-9.5¢1)x 
Tampa (4)12.6-13.1¢1) 12.6(1) 11.6-12.1(2) x9.3(7) 
Wilmingtor 
». € ...€2)12.05-13.45(1) 13.45(1) (2)11.05-11.45(2) 8.8(7) 
Diesel Ol! 
Gas House No. 5 Fuel No. 5 Fuel Shore Plante 
No. 2 Fuel Gas Oil (0-10 p.t.) (15-60 p.t.) (50 cet., 55 d.1.) 
N. Y. Harbor. (4)8.3-8.6(12) (1)8.7-9.2(1) (1)$2.62-2.87(1) $2.43(1) 9(5) 
do barges.x(1)8-8.5(11) 9.141) (1)2.59-2.82¢1) 2.40(1) aT 
Albany 8.8(8) 9.3(1) 3.37(1) _— 9.2(3) 
Baltimore os 8.6(11) 8.7(1) 2.75(1) 2.43(1) 9(4) 
do barges .. 8.5(4) pai 2.72(1) 2.40(1) 900% 
Baton Rouge . 7.9(1) 8.3(1) sees 2.09(1) 8.3(1) 
do barges .. 7.9(1) - ene 2008 2.06(1) oeee 
ee 8.8(15) 9.3(1) 2.73(2) 2.73(5) (4)9.2-9.3(1) 
Charleston ... 8.6(3) oF vi 2.38(2) 8.7(2) 
Houston ..... (2)8.25-8.5(1) seoe (1)7.2-8.5(1) 
do barges ..(1)7-7.25(1) 2.25(1) snee 
Jacksonville 9.140) ocec 9.1(6) 
i Pee 9.1(4) tee seen ; 9.1(2) 
BEGUERO ccccccs 9(2) oeee cove ee 9(1) 
New Haven 8.7(9) (2)9.1-9.2(1) 
New Orleans. .(1)8-8.2(3) (1)8.2-8.6(2) 
do barges ..(1)7.75-8.2(1) wen er ; oebe 
Norfolk ..... (4)8.6-8.8(1) 9(1) ove 2.43(2) 9(3) 
Pensacola .... 9(1) —_ o* os 9(1) 
Philadelphia 8.6(10) 8.7(1) 2.75(2) 2.67(6) 9(6) 
do barges .. 8.5(8) . . ° seee 
Pt. Everglades 9.1(4) rer 9.1(3) 
Portland ‘ 8.9(8) 8.5(1) cece , (1)9.2-9.3(1) 
Providence 8.8(9) 8.5(1) 2.825(1) 2.725(2) 9.2(2) 
Savannah 9.1(6) sees wees ses 9.1(5) 
TOMB ccoces 9(5) nate eeee ‘ 9(6) 
Wilmington, 
a. We weade 8.6(7) 8.6(1) 8.7(2) 
Light Diesel 
No. 6 Fuel Bunker © Fuel Heavy Diesel Ships’ Bunkers 
No. 6 Fuel Barges Ships’ Bunkers Ships’ Bunkers (45 cet., 45 4.1.) 
N. Y. Harbor. (7)$2.05-2.15(1) 2.05(13) $2.05(11) $3.45(3) $3.70(6) 
Albany 2.40(1) bene cece eces sane 
Baltimore ° 2.08(5) 2.05(3) 2.05(3) 3.45(1) 3.70(4) 
Baton Rouge . 1.78(1) 1.75(1) 1.75(2) 3.10(1) 3.35(1) 
3oston re 2.10(9) 2.10(5) 2.10(4) eese 3.74(3) 
Charleston ... 2.03(2) 2.00(3) 2.00(3) TTT 3.61(2) 
Corpus Christi 1.78(1) 1.75(1) 1.75(3) 3.15(1) in 
Houston ..... (2)1.75-1.80(1) 1.75(7) 1.75(10) 3.10(5) (5)3.35-3.36(1) 
Jacksonville 2.02(6) 2.00(6) 2.00(6) oes 3.822(4) 
Miami 1.98(1) 1.95(2) 1.95(3) 3.822(1) 
Mobile 1.88(1) 1.85(1) 1.85(1) cece 
New Haven 2.10(2) 2.05(1) 2.05(1) —r sane 
New Orleans. 1.78(3) 1.75(3) 1.75(4) 3.10(2) 3.3513) 
Norfolk ..... 2.08(3) 2.05(4) 2.05(4) — 3.70(3) 
Pensacola 2.05(1) 2.05(1) 2.05(1) ein peers 
Philadelphia 2.08(8) 2.05(8) 2.05(9) 3.45(2) 3.70(5) 
Pt. Everglades(1)1.97-1.98(1) 1.95(2) 1.95(3) os 3.822(2) 
Portland 2.13(2) 2.10(1) 2.10(1) 3.65(1) 
Providence 2.07515) 2.075(2) 2.075(3) 3.74(2) 
Savannah 2.03(4) 2.00(4) 2.00(5) (1)3.82-3.822(2) 
Tampa 1.92(5) 1.89(5) 1.89(5) 3.78(4) 
Wilmington, 
N. C. ....- 3.61(3) 


“Research octane ratings, indicated by the letter ‘‘R’’, are minimum ratings. 
octane ratings, where used, are indicated by the letter ‘‘M’’. 


Motor Method 





Marketer of Petroleum Products 


NEW ENGLAND PETROLEUM CORPORATION 


New York Boston 
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OIL PRICE SECTION 





PRICES IN EFFECT DEC. 27 
GULF COAST—CARGOES, DOMESTIC & EXPORT, ALL PORTS 


Cargo prices are FOB ship at Gulf, minimum of 20,000 bbis., and are by refiners only to other 
refiners, export agents, or tanker terminal operators. The figure in parentheses after each price 
indicates the number of companies quoting that price. 


Aviation Gasoline 
Grade 115/145 (AN-F-48) 17 .25(2)x 
Grade 100/130 (AN-F-48) : 16(2)-16.25(2)-17.5(1) 
Grade 91/98 (AN-F-48) . x14 .5(1)-15.25(1)-16.5(1) 
Grade 80 (AN-F-48) 14.25(1) 


Motor Gasoline Leaded 

86 Oct. R (Premium) 9 .625(1)-9.75(1)-—11(1)-11.25(1) 
90 Oct. R (Premium) 10.375(1)-10.75(1)—11(1)-11.5(2)-12(1) 
79 Oct. R (Regular) ; 9(1)—9.25(1)-—10(2) 
83 Oct. R (Regular) 9 .375(1)-9 .5(1)-9.75(1)-10(2)-10.5(3) 
70-72 Oct. M 8 .625(1)-9(2)-9.25(2) 


Kervsine & Light Fuels 
41-43 kerosine 7.75(1)-8(3)-8 .25(2)-9(1) 
No. 2 Fuel 7(3)-7.125(1)-7 .25(4)-7.5¢(1)-8(1) 


Diesel & Gas Oils 
GOT TE Gk vd cic ce sncciadisecsssscses Bee 
MBBS TOO INGER cncccicccicccccsccocccaccces Cemeu—seeeta—s E(t) 
53-57 Diesel index an 7.375(2)-7.5(1) 

Heavy Fuels 
No. 5 Fuel, 0-10 p.t. $2.25(3)-$2.35(1) 
re ee ee eer eee Te 1.65(5)-1.75(1) 


Research octane ratings, indicated by the letter ‘‘R’’, are minimum ratings. 
octane ratings where used, are indicated by the letter ‘‘M’’. 


Motor Method 


AVIATION GASOLINE & JET PROPULSION FUELS 


(Prices are for tank cars, barge or truck transport lots; aviation gasolines meet Specification AN- 
F-48, unless otherwise noted; jet fuel meets AN-F-32.) 


Aviation Gasoline 











District Grade 115/145 Grade 100/130 Grade 91/98 Grade 80 det Fuel(JP-1-2) 

New York, N. Y 18.142) (1)16.6-16.7(1) (1)15.7-15.8501) 

Bostor Mass 18.201) 16.7¢1) 15.9561) 

Portland, Me 17.8¢1) 

Phila Pa 

Baltimore, Mc 18.141) 16.6(1) 15.8511) 

Norfolk Va Is.1¢1) 16.6(1) 15.8501) 

Charleston, S. ¢ 18¢1) 16.561) 15.7511) 

New Orleans, La 17«1) 15.5(1) 14.751) 

(Baton Rouge 

Houstor Tex 18.751) 17(2) 15.52) 14.75(2 4.601) 
Buffalo Cleveland Detroit Toledo 

Ts-S0) Oct M ‘(Prem 15(2)sN 

74-76 Oct M ‘(Reg.) 13.5¢2)6x 

Kerosine 10.542) x10.75¢1>) 

Diesel Fuel 10.4(2) : 9 .85(2) 9 .25(1) 

No. 1 Fuel 10.642) (1)10.1-10.3541)x 

No. 2 Fuel ¥.9(2) (1)9.6—-9.85(1) 9.1(2) 

No. 3 Fuel bir andar San iack wanes novcue 

Ni » Fuel xS.1001 x6.85(2) x7 .25(3) 

N 6 Fue 842) x7. 7501) x6.6(2) x7(3) 


TANKER MARKET REPORT 


(Ocean Freight Rates) 


Supplied by Dietze Inc., New York, N. Y., oil & ship brokers and tank steamer chartering 
agents. All rates shown are on basis of tons of 2240 pounds, unless otherwise stated are for ves- 
sels over 14,000 TDW, and unless otherwise stated are in dollars per ton. For purposes of rate 
calculation only, it has been assumed that New York is the port of discharge whenever the range 
USNH appears. Approximate rates in cents per bbl. may be determined by dividing per-ton rate 
by following conversion factors: gasoline, 8.7; kerosine, 7.9; No, 2 fuel, 7.5; 30 gravity crude, 7.3; 
No. 5 fuel, 6.9; Bunker ‘‘C’’ fuel, 6.5. 


LAST PAID OWNERS ASK 





Gulf New York (Clean) $ 2.71 $ 2.85 
(Dirty) 2.42 2.42 
NWI U. K. Continent 1.59 4$.91/5.57 
Ras Tanura U. K. Continent - 6.92 8.18/8.72 
Ras Tanura USNH 7.37 9.53/10.16 
Los Angeles USNH 9.81 6.20 
UNITED STATES FLAG 
Vessel TDW Cargo Trade Rate Lifting 
12/16 Sweetwater 15,500 Dirty Caribbean/USNH $2.16 Late Dec 
12/16 Lone Jack 15,500 Dirty USGulf/USNH 2.42 Late Dec 
12/16 Ampac Washington 15,500 Dirty USGulf/USNH 2.42 Late Dec. 
12/16 Ponca City 15,500 Clean USGulf/USNH ae Jan 
12/19 Fort Meigs 15,500 Dirty USGulf/USNH 2.42 Late Dec. 
12/20 Eliza Jane Nicholson 9,500 Dirty USGulf/USNH 2.42 End Dec. 
12/21 Stanvac Brisbane 15,500 Clean USGulf/USNH 2.85 Early Jan. 
12/21 Horace See 9,500 Clean USGulf, USNH 2.71 End Dec. 


pst 
o 





Refinery & Terminal Prices (Continued) 


PETROLATUMS 
WESTERN PENNA. 
(Bbls., carloads; tank car, 1 to 1.5c less.) 


ST TOMO is cccccsccevsss (1)6.375-7.25(2) 
Lily White — (1)6.125—-6.375(1) 
Cream Wte ...c.0. (1)5.75-6.125(1) 
Light Amber geaounien (1)4-4.5(1) 
DT Citi kteseeoacaneete (2) 4.125-4.25(1) 
gS ere rere 3.875(2) 


LPG PRICES 


(Of refiners, FOB refineries, in cents per gal., 
tank cars or transport trucks) 
Com- In- Com- Indus- 
mercial dustrial mercial trial 
District Propane Propane Butane Butane 
N.Y. Harbor x6.25(1)x6.25(1) 
Philadelphia x6 .25(1)x6.25(1) 
Baltimore 
Hastings .... 


MID-CONTINENT LUBES AT GULF 


FAS, New Orleans; in bulk 
FOB terminals) 
Bright Stock Steel Drums Bulk 
D color, Vis. at 210° 
150 vis., 0-10 pp. (1)29.5-30(1) 
Neutral Oil Col. 
200 vis 3 


(In packages. 


(1) 18-19.8(1) 


15.3(1) 


PACIFIC COAST 


(In Ships’ Bunkers, Diesel Fuel Bunker C Fuel 


or Deep Tank Lots) (P.S. 200) (P.S. 400) 
San Pedro, 

Calif. $3.35(4) $1.25(4) 
San Francisco. 3.56(4) $1.30(4) 
Portland, Ore. 7(4) $1.55(4) 


3.7 
Seattle, Wash.. 3.77(4) $1.55(4) 


MEXICAN BUNKER PRICES 


Mexican Gulf Ports 
U.S. Dollars per Bb. 


Bunker C Diesel 

(Ships’ (Ships’ 

Bunkers) Bunkers) 
ee $1.75 $3.75 
Veracruz $1.75 seee 
Minatitlan $1.75 3.75 

Pacific Coast 

INE i avenge ewer $3.16 $3.95 
ee 3.16 3.66 
DE ME occasceeaee 3.16 3.5 





DEPENDABLE BULK LIQUID 
MOTOR TRANSPORTATION 


SERVING 
Pa., N.J., Md., Del., D.C., 
Ohio, Va., W. Va. 


COASTAL TANK LINES 
YORK, PA. 











WHITE ROSE 
GASOLINE 


FAMOUS 
SINCE 1882 


WRITE OR WIRE 


THE NATIONAL REFINING CO. 
CLEVELAND 15, OHIO 









PETROLEUM 
PRODUCTS 














NATIONAL PETROLEUM NEWS 











Tank Wagon Prices 


Commercial or consumer tank car, tank wagon, dealer and service 
station prices for gasoline do not include taxes; they do, however, in- 
clude inspection fees as shown in next column. Gasoline taxes, shown in 


OIL PRICE SECTION 


Inspection fees per gal., included in both gasoline and kerosine prices, 
unless otherwisé specified, are as follows: 











separate column, include 1.5c federal, and state taxes; also city and Ala. 1/40c on gasoline; Ark. 1/20c; Fla. 1/8c; ll. 3 '100¢ ; Ind. 2/25c; 
county taxes as indicated in footnote. Kerosine tank wagon prices also Kans. 1/100c; La. 1/32c; Minn. 5/200c; Mo. 1/25c; Neb, 2/100c; Nev. 
do not include taxes; kerosine taxes where levied are indicated in foot- 1/20c; N. C. 1/4c; N. D. 1/20c; Okla, 2/25c; S. C. 1/8c; 8. D. 1/40c; 
notes. Dealer discounts are shown in footnotes. These prices in effect Tenn, 2/5c; and Wisc, 3/100c. 

Dec. 27, 1949, as posted by principal marketing companies at their ° 

headqquarters offices, but subject to later correction. Kerosine inspection fees only: Ala. 1/2c; Iowa 1/50c; Mich, 1/5c. 


r . . 
ATLANTIC “Guanes Gia HUMBLE (Hamble caso.  CAlifornia Standard (Cont.) 
ular Grade eg 7aso- 
REFINING Gaso- Gaso- Kero- OIL Tank Re- line Notes: 
line line sine Wagon tail Taste Prices for Chevron Supreme (Premium) are 
T.W. Taxes T.W. Dallas, Tex. 13.0 18.0 5.5 2c higher than Chevron (regular), except Utah 
Philadelphia, Pa. 13.8 6.5 33.3 Ft. Worth 13.0 18.0 5.5 which is 1.5c higher than Chevron (regular) 
Pittsburgh 14.7 6.5 13.35 Houston 13.0 18.0 5.5 Prices for Chevron Aviation 91/98 are 2c above 
Allentown 14.4 6.5 12.8 San Antonio 13.0 18.0 5.5 Chevron Aviation 80/87; for Chevron Aviation 
Erie 14.7 6.5 13.35 . 100/130; 5ce above Chevron Aviation 80/87; for 
Scranton 14.7 6.5 13.1 Kerosine Chevron Aviation 115/145. 8c above Chevron 
Altoona 14.7 6.5 13.35 Tank Wagon Retail Aviation 80/87. 
Emporium 14.7 6.5 13.35 Dallas, Tex. 12.5 17.0 Base kerosine t.t. prices, except at Salt Lake 
Indiana ........-.+++.. 14.7 6.5 13.35 Ft. Worth . 12.5 17.0 City, apply to deliveries of 10-199 gals. For 
Uniontown 14.7 6.5 13.35 ere ee 12.5 17.0 other deliveries: jess than 40 gals., add 4c; 
Harrisburg 14.4 6.5 12.8 San Antonio 12.5 17.0 200-399 gals., deduct 3c; 400 gals. & over, 
Williamsport .......... 14.7 6.5 13.1 Motes: deduct 4c; tank car-truck trailer, deduct 5.5c 
Dover, Del. 13.4 6.5 12.2 Notes: ’ Pr a ee 
Wilmington 13.4 6.5 12.2 ae are to all classes of dealers anc 
Zoston, Mass. 13.7 4.5 . ~ Esso Gasoline 
Springfield x14.6 4 5 ESSO (Regular Grade) Kero- 
Worcester 14.0 4.5 STANDARD Gasoline Gasoline sine 
Fall River : 13.7 4.5 IMPERIAL Esso Gasoline T.W. Taxes T.W. 
Hartford Conn x14 1 5.5 (Regular Grade) Kero- Atlantic City. N. J 13.3 45 12.0 
New Haven x13.5 0.0 OIL Gasoline Gasoline sine "euraste eae 13.3 45 12.0 
Providence, R. I. .... 13.7 5.5 a TW Taxes T.W : . eescces 2.0 +4 = 
; oWVe ame ° Baltimore, Md 13.2 6.5 11.8 
Atlantic City, N. J 13.3 4.5 12.0 ’ on 22°79 a ry ‘ ries eh 
Camden 13.3 4.5 12.0 Hamilton, Ont 23.0 11.0 3.7 Cumberland 14.4 6.5 13.1 
. - 4 a “4 Toronto . ee 23.0 11.0 23.7 Washington. D. C 13.6 5 5 12.2 
Trenton nae 13.3 4.5 12.0 Brandon. Man 29.3 90 20.0 Danvill Vv: 14.1 ” # 13.3 
Baltimore, Md 13.2 6.5 ~~ “sate lay -— Aa a on 1 “ee, oe Agi . .'? 
Hagerstown 14.0 6.5 ae > age ' oa . » Petersburg ~~ ao aS.8 
Richmond, Va 13.4 7.5 12.5 tegina, Sask. 25.8 luvv 26.5 Norfolk 13.0 7.5 12.1 
Wilmington, N. C 13.7 75 12.1 —- oo = 7 - 28 - Richmond 13.4 7.5 12 % 
Brunswick, Ga. ...... 15.3 8.5 } a eng seoandies 217 -o- 20 4 oo “er* es = 7 bh a . 
Jacks rille AE 6 5 aigary eeee . & ‘ -- 1arieston i 5.U . 5 7 
icksonville, Fla 14.6 8.5 Vancouver, B. C °1.0 10.0 24.2 Wairmont 14.9 6 5 15.0 
. Montreal, Que 23.0 11.0 23.7 Parkersburg 14.9 6.5 13.3 
Mineral Spirits V.M.&P. St. John, N. B 20.0 13.0 21.7 Wheeling 14.7 6.5 15.9 
T.W. T.W. Halifax, N. § 20.0 13.0 aa .7 Charlotte, N. C 14.7 7.5 12.9 
Philadelphia, Pa. 14.00 16.5 — Hickory 14.8 7.5 13.1 
Pittsburgh, Pa 17.5 18.5 — Mt. Airy 15.2 7.5 13.4 
Gasoline taxes are provincial taxes Raleigh 1 7A 4.0 
Fuel Oils—T.W. ates: Salisbury , 14.4 7.5 12.7 
4 " ote Charleston, 8S. C 13.6 i 
: : 1 " Bd as _5 6 - Prices are per imperial gal. which is 1.2 Columbia 14.8 75 
Phila., E a. 12.2 it o 7.46 5.95 U. S. gals.—T.W. prices are to divided & Svartanbure 14.2 75 
Pittsburgh 12.45 : undivided dealers New Orleans, La 13.5 10.5 11.8 
Allentown . 12.8 12.1 Baton Rouge 1 10.5 115 
Wilmington, Del. 12.2 11.5 aleneadirie - ; ws sa Ww 7 
Dover .. 11.5 7 : : a “ ° 
: . » o 7 Fire-Chief Gasoline Lake Charles 13 10.5 12.0 
f field, Mass 2 , . oA Se pa 
ey es fa = o TEXAS (Regular Grade) Kerosine Shreveport 44 0.5 a2.9 
Hartford Cons 11 =~ co. Dealer Gasoline Dealer New Iberia 13. 10.5 11.8 
iia T.W. Taxes T.W. Knoxville, Tenr 14.5 8.5 12.7 
Notes: 0 13.0 5.5 2.50 — 5.0 7 > 
ne , 2 mF 9 F lattanooga 8.5 2.6 
Kerosine—Thru Penna. & Del., add 2c per ae Worth wn 1s - ge = ~~ Nashville 14.7 8.5 13.0 
al. for t.w, deliveries of less than 25 gals. ichita Fall 13 0 tes 12.50 Little Rock, Ark 14.9 8.0 13.1 
, . . Amarillo 13.0 >.5 12.50 . : ? 2 
at one time. ¢ = 
Tyler 13.0 .5 12.50 
Gasoline T.W. prices are to dealers & con- El] Paso 15.0 5.5 13.85 Mineral Spirits V.M.&P. 
sumers; kerosine T.W. prices to consumers. San Angelo 13.0 5.5 12.50 TW T.W 
= Waco e 13.0 5.5 12.50 ’ sg 2 4 
n a Spirits prices also apply to Stoddard Austin 13.0 5.5 12.50 Newark, N. J 15.0 16.5 
soiven « = ¢£ « ‘ 7 
Houston 13.0 5 5 12.50 Baltimore, Md 17 
x Effective December 17 San Antonio 13.0 5.5 12.50 Washington, D. C 17.5 
Port Arthur 13.0 5.5 12.50 os 
CONT'L (N. B. Prices are Continental’s Netes: FUEL OILS—T.W. 
OlL ‘normal’’ prices. Current sell- : D . — , , P ne No.1 No.2 No.4 No.6 
ing prices may be lower than ealer t.w. prices apply also to ali classes Atlantic City, NJ. 12.0 11.5 
‘‘normal’’ because of local com- of consumers with minimum delivery of 50 lews “ity N 5 2 974 $2. 
petition.) gals. conan . + 8 + ‘ 3 1 3 
Conoco Demand Washington, D. C. 12.2 11.8 $3.32 $2.64 
N-tane (3rd Gaso- Kero- Norfolk, Va 12.1 11.0 
(regular) Grade) line sine CHEVRON Base Danville .. 12.1 
Tank Wagon Taxes T.W. CALIFORNIA (Reg- Av. Gaso- Kero- Petersburg . 12.7 11.7 
Denver, Colo 4.8 13.8 7.5 14.7 STANDARD ular) 80/87 line sine ~eareneer~a a5 2.6 
Grand June. 16.9 15.9 7.5 17.1 T.T. 1.T. Taxes 1.T. eon lg hae a8 
Pueblo ......... 15.6 14.6 7.5 15.5 San Fran., Cal. 14.1 17.6 6.0 18.1 a ll 36 1232 
Casper, Wyo 15.7 14.7 6.5 14.9 Los Angeles 13.6 17.1 6.0 17.6 Raleigh .. 13 0 124 
Cheyenne 5 cecil 15 7 14.7 6 5 15.6 Fresno meenye 15.5 19.0 6.0 19.5 Chastanten : S Cc os 11 @ 
Billings, Mont. 17.0 16.0 7.5 16.2 Phoenix, Ariz 17.1 20.6 6.5 21.1 Columbia es 12 . 
Butte 18.0 17.0 7.5 17.9 Reno, Nev. 16.8 20.3 7.0 20.8 S ortaniner ‘ 1 pd 
Great Falls 17.0 16.0 7.5 17.9 Portland, Ore 14.7 18.2 7.5 20.2 —— B . 
Helena anne: ee 16.5 7.5 17.9 Seattle, Wash. 14.7 18.2 8.0 20.2 é a 
Gait Lake. U. .. 16.4 15.4 55 16.5 Spokane 17.6 21.1 80 241 pe ay Benny kerosine prices do not in- 
Twin Falls, lda.. 19.1 18.1 7.5 19.2 Tacoma .. 14.7 18.2 8.0 20.2 — 
Albuquer., N. M. 15.7 14.7 9.0 15.1 Boise, Idaho 19.5 23.0 7.5 28.5 Naphtha—Newark t.w. prices are for de- 
~ameraiegy = . ete 4 : 9 Salt Lake, U. .... 16.4 19.4 5.5 16.5 liveries of 200 gals. or more; less than 200 
aa lhe oe - x 12 ¥ + Honolulu, T. H. .. 14.9 18.4 7.5 18.9 gals., 0.5c over posted t.w prices steel barrel 
Musmages, Onia.. 36.0 33.9 3.9 13.9 Fairbanks, Alaska. 26.9 30.4 3.5 36.9 deliveries, 6c over posted t.w. prices. Balti- 
Oklahoma City.. 14.0 13.0 8.0 12.9 ee 16.1 19.6 3.5 21.6 more & "Washington prices are for t.w. de- 
Tulsa <in. 13.0 8.0 12.9 - ba -~ : ’ 
Taxes: liveries of 25-99 gais., ho discounts. 
Taxes: Boise 7.5c tax applies to motor fuel only; Notes: 
Gasoline tax column includes these city avgas taxes are 1.5c federal, 2.5c state, Hono- eke y rsa 
taxes: Albuquerque & roswell, 0.5¢c; Santa Fe lulu 7.5¢ tax applies to motor fuel only; avgas Gasoline T.W. prices are to consumers & 
1c; Cheyenne, 1c; Casper, 1c. taxes are 1.5c federal, 4c territorial; Honolulu dealers. 
2 TT prices also do not include Hawaiian gross Effective 11-25-49, minimum retail] resale 
Notes: income tax of 1% to resellers, 2.5% to con- price of 17.3c (ex tax) for Esso Gasoline 
T.W. prices are to consumers & dealers. sumers. 
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Tank Wagon Prices (Continued) 











Mobilgas Aircraft 8/V 8/V 
Grade Grade Grade Mobilgas Mobilfuel MOBILHEAT No. 4 No.6 
Gasoline 80 91 100 (Regular Grade) Mobil Kerosine Diesel (No. 2 ®uel) F uel Fuel 
Taxes T.W. T.W. T.W. T.C, T.W. TL. Yard T.W. T.C, T.W. T.C. Yard T.W. T.W. T.W. 
New York City: 
Manh, Seeesey 5.5 13.7 rr 12.9 e 12.1 cece sme 11.9 9.02 5.96 
Bronx 5.5 13.7 os 10.1 13.1 rT 13.1 ane 9.1 12.0 9.02 5.96 
ME -cuvasuneas 5.5 13.7 9.1 9.9 12.9 9.2 12.1 8.7 9.0 11.9 9.02 5.96 
Queens 5.5 ‘ 13.7 ne paaa 12.9 12.1 tose eens 11.9 9.02 5.96 
Richmond ...... 5.5 19.4 or ver 13.6 9.0 9.8 13.0 cee 12.1 8.6 8.9 11.6 9.02 5.96 
Albany, N. Y 5.5 21.3 22.3 24.8 12.7 13.7 9.2 9.4 12.5 9.2 12.0 8.8 9.0 11.5 9.02 6.54 
3inghamton 5.5 a ; 13.7 14.8 10.6 10.8 13.7 ie 13.1 10.1 10.3 12.6 eses 
Buffalo 5.5 20.5 21.5 24.2 13.5 14.5 10.5 10.7 13.8 10.4 13.3 9.9 10.1 12.8 8.9 
Jamestown 5.5 21.8 13.6 14.7 10.5 10.7 14.0 13.0 9.9 10.1 12.5 ccee ecco 
Mt. Vernon 5.5 ov 13.9 - 10.2 13.3 12.6 oeee 9.2 12.1 9.22 ° 
Plattsburg 5.5 ee . p ccd 14.9 10.4 10.4 ane er 10.0 10.2 12.8 ° ° 
Rochester 5.5 20.4 21.4 23.4 13.4 14.5 10.3 10.5 13.6 eves 12.9 9.8 10.0 12.4 ee 
MPERUNES ciciccess BSB 22.0 23.0 25.0 13.4 14.4 10.5 10.5 13.6 10.2 12.8 9.7 9.9 12.3 
Bridgeport, Conn. . 5.5 13.8 9.1 9.1 8.7 8.7 11.4 ° 
i, ee eee 5.5 wien 14.2 oes 11.2 cease pn a oe 9.8 12.1 ee 
Hartford 5.5 wae 12.8 14.1 9.5 9.5 9.6 12.3 9.1 9.1 11.8 cove 
New Haven 5.5 20.3 2.5 13.8 9.1 9.1 ea 9.2 11.9 8.7 8.7 11.4 eee 
Bangor, Me, 7.5 24.8 panes 13.4 14.8 10.0 14.0 10.0 13.1 9.6 12.7 coe 
Portland 7.5 22.4 23.4 awe 12.3 13.7 9.3 13.3 9.3 12.3 8.9 11.9 con 
Boston, Mass. 4.5 19.0 20.0 22.0 12.5 13.7 9.2 13.3 9.2 12.3 8.8 11.9 coe 
Concord, N. H. 5.5 14.7 ooee a 12.9 vent 12.5 ee 
Lancaster 5.5 16.1 12.2 15.4 14.3 11.6 13.9 soe 
Manchester 5.5 i. =a ee. 14.2 cies 10.6 14.2 vrs 13.0 ener 10,3 12.6 eee 
Portsmouth 5.5 21.2 22.2 — 13.2 14.1 9.7 ee ees 9.7 12.1 9.3 ~ 11.7 cree 
Providence, R. I... 5.5 18.9 19.9 21.9 12.5 13.7 9.2 9.8 13.1 9.2 12.4 8.8 9.2 12.0 eevee 
Burlington, Vt. 6.5 13.6 14.6 10.5 10.5 10.6 13.4 9.8 9.8 12.4 ° ecco 
Rutland ...... 6.5 ele eon 15.2 7 11.0 hee a 13.5 10.5 12.9 e ecee 
Tank Wagon Prices Buffalo N. Y, City Rochester Syracuse Boston Hartford Providence 
Mineral Spirits hm ila ale ok i lee accel 16.5 15.0 18.0 19.0 16.0 17.5 16.5 
V.M.&P, Naphtha i caeaeia otek ace acticin nis 18.5 16.5 19.5 25.5 17.5 19.0 18.5 
Taxes: N.Y.C. prices do not include 2% city sales tax applicable to price of gasoline (ex tax). 
Discounts: 
Mobil Kerosine & Mobilheat—Mt. Vernon, T.W. less 0.5c for deliveries of 300 gals. or more. 
Mobilfuel Diesel—All points, 0.5c¢ for single delivery of 500 gals. or more. 
Mobilheat—0.6c per gal. ‘‘voluntary discount’’ allowed from Kings tank car price and Bronx & Kings yard prices. 
Notes: 
Gasoine T.W. prices are to Consumers & Dealers. 
Syracuse V.M.&P. price is in steel barrels. Jamestown t.c. prices are delivered prices; all other t.c. prices are FOB bulk terminals 
OHIO 
STANDARD Aviation Gasoline-Cons. T.W. Sohio X-70 Gasoline 
Sohio Esso (Regular-Grade) Naphthas & Solvents—Cons. T.W. 
Avia. Avia. Esso Esso Con- Re- S.R. D.C. V.M.&P. Sohio 
Gasoline 62 80 Avia. Avia. sumer sell- Sol- Naph- Naph- Varno-_ Sol- Kerosine No. 1 No, 2 
Taxes Clear Clear 91 100 T.W. ers 8.8. vent tha tha lene vent T.W. Sohio-Heat Sohio-Heat 
Amven ..-+ §.58 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Canton 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Cincinnati 5.5 20.0 22.0 23.0 26.0 18.0 14.5 18.5 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Cleveland 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Columbus 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Dayton 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Lima ... 5.5 20.0 2.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Mansfield 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20 5 20.0 20.0 13.5 13.5 12.70 
Marion 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Portsmouth, 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Toledo 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.30 
Youngstown 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Zanesville 5.5 20.0 22.0 23.0 26.0 18.5 15.0 19.0 19.5 20.5 20.5 20.0 20.0 13.5 13.5 12.70 
Taxes: Hangar operators can purchase aviation gasoline less 4c per gal. State Road Tax by supporting purchase with State Tax Exemption Form 
A-10 to supplier. 
Discounts: Esso Aviation—on contract to hangar operators end resellers, 22 off consumer t.w. 


Fuel Oils—Prices shown are for t.w. & drum deliveries of 


50 gals. or more; 


prices for deliveries of less than 50 gals. are 0.5c higher. 


Naphthas—To contract consumers off t.w, prices (except Lucas County) 300 to 999 gals., 0.5; 1000 to 2499 gals., 0.75c; 2500 to 4999 gals., 1c; 


5000 or more gals., 1.5c. 


INDIANA STANDARD 


S.S. prices are at company-operated stations. 


KENTUCKY 


. Lucas County: less than 50 gals., tank wagon price, 50 to 249 gals., 0.5c; 250 to 499 gals., 1c; 500 gals. or over 1.5c. 
Notes: Renown (third-grade) gasoline prices are same as X-70 unless otherwise noted. 


Crown Gaso- Kero- 
Net line sine 
Tank wagon prices listed below were obtained by NPN correspondents who visited Standard of STANDARD Dealer Taxes T.W. 
Indiana bulk plants where the company’s prices are publicly posted. Covington, Ky. 13.3 8.5 14.3 
oe . Lexington b 
_Red Crown (Reg. Grade) ' Louisville —. -. 22 
Red Cr’n. Red Cr’n. Stanolex Furnace Oil j 9.2 5 13.3 
Cons. Dir. Gasoline Kerosine 100 gals. Paducah os 15.1 8.5 13.0 
T.W. T.W. Taxes T.W. 1-99 gals. & over Jackson, Miss 15.1 7.5 13.2 
Chicago, Ill , 17.5 15.5 4.5 14.7 mei: ie Vicksburg 14.6 7.5 x12.8 
South Bend, Ind 18.0 16.5 55 15.2 13.7 12.7 Birmingham Ala 15.1 8.5 x13.5 
Detroit, Mich 16.9 15.4 4.5 14. 13.5 12.5 Mobile 14.4 9.5 13.0 
St. Paul, Minn 17.5 16.0 6.5 14.9 12.7 11.7 Montgomery 15.2 9.5 13.6 
Des Moines, Ia 16.9 15.4 5.5 14.1 12.5 11.5 Atlanta, Ga 15.3 8.5. x13.2 
St. Louis, Mo 16.7 15.2 4.5 14.1 12.3 11.3 Augusta 15.8 8.5 x13.9 
Wichita, Kans. 14.4 14.0 6.5 12.7 10.9 9.9 Macon 15.3 8.5 x13.3 
Omaha, Nebr 17.0 15.5 7.5 14.2 12.6 11.6 ol peesence 14.6 8.5 x12.9 
Fargo, N. D 18.3 16.8 5.5 15.5 13.8 12.8 Jacksonville, Fis 14.6 68.5 613.0 
Huron, S. D. .. 18.2 16.7 5.5 15.4 13.7 12.7 Miami 14.6 8.5 x13.0 
Milwaukee, Wisc 14.4 *12.9 - 14.8 13.3 12.3 Pensacola 14.4 9.5 x12.9 
Tampa 14.4 8.5 x13.0 
Fuel Oils—T,. W.—Chicago, Ill. 7 
; Standard Stanolex Stanolex Stanolex Taxes: 
Heater Oil Furnace Oil Fuel A Fuel C Gasoline tax column includes these ‘city & 
1-99 gals. 14.2 13.2 1-749 gals ae 8.9 7.75 eounty taxes: Mobile, 2c city; Rirmingham, lc 
100-149 gals. 13.2 bows 750 gals. & over 8.15 7.0 county; Montgomery, lic city & 1c county; Pen- 
150 gals. & over 13.7 Pare sacola, lc city. Other taxes not included in 
150-399 gals. paneer nee 12.2 prices: Georgia, kerosine, 1c; Montgomery, 
400 gals. & over ...... oe 11.7 kerosine 1c; Mississippi, kerosine 0.5c. 
Taxes: 
St. Louis, Mo. gasoline tax includes lc city tax. Des Moines, Ia. kerosine and furnace oil Notes: 
prices do — 4c state tax. State sales, occupation, consumer & use taxes to be added Consumer t.w. prices are same as net dealer 
where applicable, 


* Subnormal. 
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$10.00 per column inch. 


UNDISPLAYED: ‘For Sale’, ‘‘Wanted to Buy”, 
“Business Opportunities’’, Miscellaneous classifica- 
tions set in type this size without border—25 cents a word. Minimum 


charge, $6.25 per insertion. 


CLASSIFIED 


DISPLAYED: Advertisements set in special type or with border— 


“Help Wanted”, 





“Position Wanted’’—10 cents a word. Minimum charge §2 per insertion. 


Box number counts 
preceding date of issue. 


All classified advertisements are payable in advance. 


3 words. Copy must reach us by Wednesday 


No agency commission or cash discounts on classified advertisements. 





For Sale 





FOR SALE 
STEEL STORAGE TANKS 


38 — 8000-Gallon, Tank Car 
Tanks, Coiled and Non- 
coiled 


10—10,000-Gallon, Tank Car 
Tanks, Coiled and Non- 
Coiled 


OTHER TANKS TOO! 
Also Complete Tank Cars! 


IRON & STEEL PRODUCTS 
INC. 


13456A S. Brainard Ave., 
Chieago 33, Illinois 


“ANYTHING containing IRON 
or STEEL’’ 








FOR SALE 


Oil Refinery—Manufacturing—road oils, 
asphalts, fuel oils, diesel fuel, naphthas, 
etc., well located on Signal Hill, Long 
Beach, California, connects with three 
pipe lines. Good distribution. Money 
maker. Priced right. 


BOX 309 








Position Open 





ASSISTANT 
ADVERTISING MANAGER 


WITH a large eastern manufacturing 
company. Should be in his 30's, with 
technical education, preferably in Pe- 
troleum Engineering, Mechanical Engi- 
neering or Chemistry. Candidate should 
have had industrial advertising experi- 
ence. Knowledge of petroleum or 


automotive industry desirable 


Excellent opportunity for a man with 
advertising and promotion experience 
in these industries. Give complete 
resume of education, experience and 


salary to 


BOX 315 








Business Opportunity 


Reputable manufacturers agency interested in 
adding one line marketed through wholesale 
oil heating supply houses. Two men covering 


this trade in Minnesota, The Dakotas, North- 
ern Wisconsin, Upper Michigan. References. 
BOX 314. 


FUEL OIL operating bulk plant on 335 ft. 
Passaic River front, Newark, N. J. 9 tanks 


% million gal. $10,000 down, MARKET 2-3209 
or BOX 312. 


Position Wanted 


PRICE CONSULTANT: Including such work 


as price, quantity, quality comparativeness, 
F.O.B. points and knowledge of materials 
Experience: 3 years for major oil concern 
BOX 313. 





An advertisement in NPN’s Classified Sec- 
tion will bring you quick, effective results 


at low cost. 


WRITE TODAY 
NATIONAL PETROLEUM NEWS 
1213 West Third St. 
Cleveland 13, Ohio 




















Indiana-Oil Union 
Meeting Called in 
Parley on Contract 


By NPN Staff Writer 


Central States Petroleum Union, 
Local 100, representing 8,000 em- 
ployes in Standard Oil Co. (Indiana) 
refinery in Whiting, Ind., authorized 
its directors last week to request a 
strike vote in present contract negoti- 
ations. Union notified Federal Medi- 
ation and Conciliation Service of the 
action and shortly thereafter a meet- 
ing between Indiana Standard and 
union representatives was called for 
Dec. 28, according to Mediation and 
Conciliation Commissioner Blake C. 
Smith, who was assigned to the case. 

Union said that strike vote, if 
necessary, was authorized ‘to force” 
empolyes’ demands on the company 
for the right to arbitrate wages. 
Union statement said in part: 

“Various members of the board 
explained to the membership present 


December 28, 1949 


that the company was trying to force 
this union into a contract which 
would bar arbitration on wage in- 
creases, and in lieu thereof the union 
has a right to strike on such issues. 


“To the union this seems unfair. 


“For many years we have accepted 
arbitration in lieu of strikes in 
settling all grievances; however, since 
the negotiation of a contract cannot 
be arbitrated there is nothing for 
the union to do but call for a strike 
vote if the company insists on barring 
wage issues from arbitration in the 
new contract.” 


Union added that if efforts of con- 
ciliator should fail “there will be 
nothing left for the union board to 
do but request a strike vote of its 
membership.” 


In New York, Atlantic and Gulf 
District of Seafarers International 
Union (AFL) complained to U. S. 
Maritime Commission that Cities Ser- 
vice is hiring inexperienced trainees 
from USMC schools. Union charged 
this is being done “in a deliberate at- 
tempt to undermine the position of 
our union as legally recognized col- 


lective bargaining representative for 
the Cities Service Fleet.” 


In Washington, NLRB ordered an 
election to determine the right of 
OWIU Local 120 to continue to serve 
as collective bargaining representa- 
tive for employes of Lloyd Corp., Ltd., 
Venture and Paloma, Calif. 


Joint Synthetic Fuels 
Program to Be Dropped 


Special to NPN 
PITTSBURGH—Joint program of 
Standard Oil Development Co. and 
Pittsburgh Consolidation Coal Co., 
initiated in 1947, seeking an economic 
process for manufacturing synthetic 
liquid fuels from coal, is being 
abandoned at year’s end, NPN 
learned last week. 


Pilot plant for experiments with 
coal gasification, in operation since 
November, 1948, at Library, Pa., prob- 
ably will be shut down during coming 
week, but at least part of technical 
staff will stay on until Feb. 1, NPN 
was told. 
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CRUDE OIL PRICES Prices in $ per bbl. of 42 U. 8. gals. at the weil. 
Mid-Continent, Texas, New Mexico, Louisiana, Arkansas, Rocky Mountain and Other Fields 
SCHEDULE A B C D F G H I J K L M N rt) P Q R 8 T 
Gravity 
Below 20 so Bae 2.25 2.10 2.16 2.46 2.38 2.48 2.43 2.53 1.95 2.14 2.19 2.21 2.28 2.33 1.81 cece 2.05 cess 
20-20.9 2.25 2.27 2.12 2.18 2.48 2.40 2.50 2.45 2.55 1.97 2.16 2.21 2.23 2.30 2.35 1.83 oie 2.07 1.58 
Below 21 2.25 rr 2.12 2.18 2.48 2.40 2.50 se es a 2.16 2.21 2.23 2.30 2.35 eres i. anaes ataha |e a 
21-21.9 2.27 2.29 2.14 2.20 2.50 2.42 2.52 2.47 2.57 1.99 2.18 2.23 2.25 2.32 2.37 1.85 eeee 2.09 1.64 ] 
22-22.9 2.29 2.31 2.16 ae 2.52 2.44 2.54 2.49 2.59 2.01 2.20 2.25 2.27 2.34 2.39 1.87 oece 2.11 1.70 
23-23.9 2.31 2.33 2.18 2.24 2.54 2.46 2.56 2.51 2.61 2.03 2.22 2.27 2.29 2.36 2.41 1.89 cose 2.13 1.76 
Below 24 ~% ceo cas oe 2.54 2.46 Tr 2.51 2.61 eae 2.22 2.27 2.29 2.36 2.41 cece er eoes eece 
24-24.9 2.33 2.35 2.20 2.26 2.56 2.48 2.58 2.53 2.63 2.05 2.24 2.29 2.31 2.38 2.43 1.91 dion s 2.15 1.82 
Below 25 2.33 2.35 wae 2.26 emai re — way a ‘¢ exae on ne’ nee cous ees oe0s none cece 
25-25.9 2.35 2.37 2.22 2.28 2.58 2.50 2.60 2.55 2.65 2.07 2.26 2.31 2.33 2.40 2.45 1.93 eevee 2.17 1.88 
26-26.9 2.37 2.39 2.24 2.30 2.60 2.52 2.62 2.57 2.67 2.09 2.28 2.33 2.35 2.42 2.47 1.95 ooce 2.19 1.94 
27-27.9 2.39 2.41 2.26 2.32 2.62 2.54 2.64 2.59 2.69 2.11 2.30 2.35 2.37 2.44 2.49 1.97 cece 2.21 1.99 
28-28.9 2.41 2.43 2.28 2.34 2.64 2.56 2.66 2.61 2.71 2.13 2.32 2.37 2.39 2.46 2.51 1.99 secs 2.23 2.04 
Below 29 2.41 ene 2.28 ome 2.64 er aes ones eee = er eee eses Pe week eore 2.50 oan cece 
29-29.9 -- 23.43 2.45 2.30 2.36 2.66 2.58 2.68 2.63 2.73 2.15 2.34 2.39 2.41 2.48 2.53 2.01 2.50 2.25 2.09 
29 & Above... er bad es 2.66 Se ° 2.63 qn 2.15 —_ ones eeee cone cons cece ver a0e cece 
30-30.9 2.45 2.47 2.32 2.38 2.68 2.60 2.70 2.65 2.75 2.17 2.36 2.41 2.43 2.50 2.55 ocee 2.525 2.27 2.14 
30 & Above. ; am xs ms Pe — ae cea - es een sue sees eas ons 2.03 sane eae ‘ 
31-31.9 2.47 2.49 2.34 2.40 2.70 2.62 2.72 2.67 2.77 2.19 2.38 2.43 2.45 2.52 2.57 eee 2.55 2.29 2.19 
32-32.9 .... 2.49 2 2.36 2.42 2.72 2.64 2.74 2.69 2.79 ° 2.40 2.45 2.47 2.54 2.59 2.575 2.31 2.23 
32 & Above. = — a — Khe ia ware 2.21 i re ase Soa ins yr ae a 
33-33.9 oa 2.51 2.53 38 44 2.74 2.66 2.76 2.71 2.81 eee 2.42 2.47 2.49 2.56 2.61 2.60 2.33 2.27 
34-34.9 .... 2.53 2.55 2.40 2.46 2.76 2.68 2.78 2.73 2.83 2.44 2.49 2.51 2.58 2.63 2.625 2.35 2.31 
34 & Above. ‘ . «eck mega 2.76 or 2.78 cane oes sees ee sees cess cece cede eee 
35-35.9 .... 2.55 2.57 2.42 2.48 32.78 2.70 2.80 2.75 32.85 2.46 2.51 2.53 2.60 2.65 2.65 2.37 2.35 
36-36.9 2.57 2.59 2.44 2.50 2.80 2.7 2.82 2.77 2.87 2.48 2.53 2.55 2.62 2.67 2.675 2.39 2.39 
37-37.9 2.59 2.61 2.46 2.52 2.82 2.74 2.84 2.79 2.89 2.50 2.55 2.57 2.64 2.69 2.70 2.41 2.41 
38-38.9 2.61 2.63 2.48 2.54 2.84 2.76 2.86 2.81 2.91 2.52 2.57 2.59 2.66 2.71 2.725 2.43 2.43 
39-39.9 . 2.63 2.65 2.50 2.56 2.86 2.78 2.88 2.83 2.93 2.54 2.59 2.61 2.68 2.73 2.75 2.45 2.45 
40 & Above. 2.65 2.67 2.52 2.58 2.88 2.80 2.90 2.85 2.95 2.56 2.61 2.63 2.70 2.75 . 2.775 2.47 2.47 
PRICES EFFECTIVE AS OF 7 A.M., DEC. 6, Gulf Coast Willamar (Pan American) ............. 2.50 
1947. EXCEPTIONS: SUN OIL CO. PRICES (Kelsey & Others) Winnsboro (Gulf) ......... (second re A 
EFFECTIVE NOV. 28, 1947; PHILLIPS PE- Schedule J: Humble, Sun, Yates (Gulf, Humble, Shell) ........... 2.35 
TROLEUM CO. AND SINCLAIR PRICES EF- UR. GI n.o.a6 6:04.66 00 00006608 2.54 
FECTIVE DEC. 17, 1948; OTHER EXCEP- Texas Miscellaneous New Mexico (Sour) 
TIONS AS NOTED. Agua Dulce (Republic) ..... pamecued .. $2.80 Schedule C: Atlantic, Continental, Humble, 
Prices are shown by general areas. Details OE RE eS 2.80 Magnolia, Phillips, Shell, Sinclair, Stanolind, 
of fields where each company buys & excep- Aransas (Atlantic)—2c above ...... Schedule P Texas Co. 
tions to schedules as shown above will be Bazette (Humble) ..........seee+> oes 65 New Mexice 
furnished on request to NPN. Benavides & E, (Republic) .........-+- 2.75 (Fallerton & Others) 
OKLAHOMA Benedum (Shell, 9-9-48) .....-seeeeeees 2.65 ‘ _ 
Schedule A: Carter, Continental, Gulf, Mag- NN: CIID: 6 dec ncvesenenccticns’ 2.48 a - 1m eg Magnolia, Phillips, Shell, 
nolia, Phillips, Shell, Sinclair, Texas Co.; —— ren — Am, “= = ° ee . . 
Pure for all fields except Keyes. Sayuga cond. (Pan Am, 3-1-48) ...... 2.65 —_ 
Schedule D: Pure (12-12-49) for Keyes Field Chapel Hill, Below 50 (Gulf, Sinclair).. 2.53 FERESSTaS GaAs 
P iets a es . Chapel Hill, 50 & Above (Gulf, Sinclair) 2.65 (Dec, 12, 1949) 
KANSAS CUOPEIEtO CHINMIEER) occ ccceccccces Schedule B Allegany, N. Y. (Seep, Tide Water).... $3.54 
Schedule A: Carter, Continental, Gulf, Phil- ee ee eee pa Sale aan 2.54 Bradford, Pa. (Seep, Tide Water, Valvo- 
lips, Pure, Shell, Sinclair, Texas Co gO O=EeE See er 2.40 line) OE Bae Ti poh eee. 3.54 
TEXAS Cleveland & N. (Shell, 1-1-49)........ 2.83 Buckeye, O. (Seep, Valvoline) .. 3.05 
North-North Central Conroe (Humble, Sun, Texaco) ....... 2.83 Eureka, W. Va. (Pure, Seep, Valvoline) 3.05 
Schedule A: Continental, Gulf, Magnolia, Sin- Darst Creek (Humble, Magnolia, Texaco) 2.54 Lower Penna. District (Pennzoil). 3.54 
clair, Stanolind, Texas Co. Emperor (Pure, 12-11-48)—10c ay one | Middle Penna. District (Valvoline) 3.54 
: ‘Yentral qo §§|.. ci ssetseeeereeseseseres teeeeee +++» Scneaule | Southwest Penna. 4Seep, Valvoline).. 3.11 
Schedule B: 1 a Flag Lake (Humble) .....ccccccccoces 2.65 Tiona-Sheffield, Pa. (Seep) .. 3.54 
; ee Mager ton Gist, 35 & above (Atlantic, 8-23-49) .. 2.60 Zanesville, O. (Ashland, Valvoline).... 2.75 
West Central : , ure, , 
Schedule A: Humble Gist. below 35 (Atlantic, 8-23-49) ...... 2.40 
: . — - Hawkins (Humble, 4-25-49) .......Schedule K MICHIGAN 
’anhandle RE DD od-0acavnase.ces coeecese 2.54 (Only the lowe 
Schedule A: Gulf, Humble, Magnolia, Phillips, | Hobson (Magnolia) ..... eat .. 23 | Gee er aes eee ee 
Texas Co. : BEVGRW CHEBERGUA) cccccccccccccceescos 2.65 complete schedules may be obtained on request 
East Texas Imogene (Humble) ..... cue .Schedtle B to NPN) 
$2.65 Flat Price: Atlantic, Gulf, Humble, Mag- Jourdanton (Humble) ............ Schedule B Bay—7-16-49: 
nolia, Phillips, Shell, Sinclair, Stanolind, Tex- Cae ES . hcinntssodawenrccanene - 2.54 Adams (Heavy) & Deep River........ $2.47 
as Co. ; Livingston (Shell, 5-1-48) ........-.-+-. 2.83 ——— i SS eee 2.67 
West Texas (Sour) | Longhorn & E. (Republic) ............ 2.75 Leonard—7-16-49: 
Schedule C: Atlantic, Gulf, Humble, Magnolia, | Long Lake (Sinclair) ........... cee eete 2.65 I i 2.44 
Phillips, Shell, Sinclair, Stanolind, Texas Co. | Luling (Magnolia) ............eeeeeees 2.45 Fork & other fields.................. 2.80 
West Texas (Sweet) | Lytton Springs (Magnolia) ............ 2.57 Pure: 
Schedule A: Atlantic, Gulf, Humble, Magnolia, ee ea aaa 2.54 Adams & Deep River (7-21-49)...... 2.47 
Shell, Sinclair, Texas Co. Manziel (Pan Am, 4-27-49) ....... Schedule K Coldwater & other fields (7-1-49).... 2.80 
West Texas MiasipOeR, CERNMERES) cccccccccscces Schedule B Simrall—6-24-49: 
(Fullerton & Others) Merigale-Paul (Pan Am, 4-27-49) ..Schedule K | DE tceekicondcewcsb.oedeoas 2.31 
Schedule D: Atlantic, Gulf, Humble, Magnolia, Midway, 35 & ab. segregated (Republic) 2.80 Barryton-Sun Denslow ........seeses>s 2.94 
Phillips, Shell, Sinclair, Stanolind, Texas Co. McCoy (Shell, 5-1-48) .....csssceesees 2.83 Sohio—6-30-49: 
Gulf Coast ee GG, BREE) ccccccceseecesvcs 2.83 Cato . ce eee, 
(Low Cold Test) ce re re 2.48 Coldw: ater. & Is: ibella Re ere 
Schedule F (24-30 gravity): Humble 7-8-49, Mew Tepe CGUIE) 2c cccccsceccccces Schedule A 
Stanolind O.G. & Texas Co. 7-12-49, Sun 7-13- North Vidor (Magnolia) ..........seeee% 2.80 ILLINOIS-INDIANA-KENTUCKY-OHIO 
49, Continental, Sinclair & Stanolind O.P. Opekiee CRAGRGTR) occcccccccccccesecs 2.65 
7-14-49. Palagana Dome (Republic) ............ 2.75 -— gen Ky. (Owensboro-Ashiand, 2 
Gulf Coast Pearsall (Humble) 1c below ....... Schedule N | puter Ca Wwe 
(Hastings & Others) | , Pickton (Gulf) ........ sacesiie aia Schedule A 2 ee Tint " (Owensboro-Ashiand, on 
Schedule F (20-40 gravity): Atlantic, Gulf WU CEES) bcc ccccccecncseges eee | anos As en a "aa 
7-11-49, Humble, Pan American, Republic, PURINE GEE) co ceccvdcccsncenes Schedule A Son ae oO. xy. Mere $ os ig = 
Sinclair, Sun, Stanolind O.G., Stanolind O.P., Plymouth, high grav. low oct, (Republic) 2.65 Corning, 0. (Seep, 5-6-49) mee 2.70 
Texas Co. Quitman, Eagle Ford & Sub-Clarksville Eastern Illinois (Ohio Oil) ic below. Schedule F 
Gulf Coast Sands (Pan Am, 4-27-49) .......Schedule K Hitesville, Ky, & Others (Carter) 2. 
(Anahuac & Others) Quitman, Paluxy (Pan Am, 4-27-49) ... 2.62 Illinois Basin (Ashland 0. & R., * Gulr, 
Schedule G: Gulf, Humble, Magnolia, Pan Rooke (Republic) .ccccccccceccccce cocee Oe Magnolia, Ohio Oil, Shell, Sohio, Tex. 
American, Sinclair, Sun, Texas Co, Gakt Wiest CES) cccccccccccsose cee =o eco) 2.77 
Gulf Coast San Augustine (Magnolia) ............. oe 66 | Gels: Ge 2eoees oe oe men " 
(Refugio & Others) Sand Flat (Humble, Pure, 4-25-49) .Schedule K Indiana Basin (Ashland 0. & R., Sohio) 2.77 
. , Lime, ©. (B. ©. GRO) cccccccccesccece 2.90 
Schedule H: Atlantic, Humble, Republic, Sin- Bateumn (HtORSIME) .ccccccccccccsecses 2.80 Loudon, Ill. (Carter) 2.77 
clair, Phillips, 3-1-49. Schwab (Shell, 5-1-48) ......ceees-eee 2.83 Sottean, oi (Carter) 7 tact tpeal ser piace i 277 
Gulf Coast Segno (Gulf, 6-1-48) ...........5. Schedule F | Plymouth, Til, (Ohio Oil, 7-1-49) ...... 2.44 
(Mirando Heavy & Others) Shepherd (Shell, 5-1-48) .....0...-e08:. 2.83 Ragland Grade Ky (Ashland 0. & ‘TT )) 2/43 
Schedule I (24-29 gravity): Humble 7-8-49, Southland (Republic) ......... eecesess EO Somerset Grade Ky (Ashland O. & T.) 2.83 
Magnolia 7-11-49, Sinclair 7-14-49, Texas Co. Sweden (Republic) ........... 2.75 Southern Illinois (Mohawk) ‘ 277 
7-12-49. Talco (Humble, Magnolia, 4-25-49) . Schedule K West Kentucky (Sohio) eye <- 
Gulf Coast Taylor Link (Shell) ......s.s+eeeseeees 2.38 —— ow aacdenacuten Sd 
(Heyser & Others) Tenney Creek (Humble) ..........+.6+- 2.54 LOUISIANA-ARKANSAS 
Schedule I (20-40 gravity): Continental, Hum- Tomball (Humble, Magnolia, ‘Stanolind) 2.83 Arkansas Sour 
ble, Magnolia, Pan American, Republic; Sun Tri-Cities CHRRGER) ccccccccccccccesse ROS (Schuler, Jones Sand) 
7-13-49. Van (Hutstle, Pure) .cccccccccccsece .. 2.48Schedule L: Phillips, Esso Standard. 
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Arkansas Sour , Cotton Valley, La. Dist, (Esso Stand- Elk Basin Light & Others (Ohio Oil, 
(Magnolia-Limestone & Others) | OUD 9606 00:6000060050606006600068 ° 2.85 a Qn Schedule A 
Schedule M: Arkansas Fuel, Esso Standard. | Creole (Pure) ....ssessecsesesecsees - 2.61 Elk Basin Heavy & Others (Carter 
N. Louisiana-Arkansas Sweet Georgetown, La. (Ark, Fuel 7-11-49).... 2.69 5-14-49; Ohio Oil, Stanolind 5-16- 
(Homer & Others) | Maynesville, La., Smackover Lime (Ar- yo né606.504450004600046R0 000506 Schedule T 
Schedule N: Arkansas Fuel, Gulf, Esso Stand- | kansas Fuel, psd ar nate pr 2.70 Kevin-Sunburst (Texaco, Phillips). .Schedule R 
ard. | Jennings, La. (Gulf, Stanolind)....Schedule O Pondera (Phillips) ......s.+seees> Schedule R 
N. Louisiana-Arkansas Sweet | Lisbon, La, Crude (Gulf) ....... . -Schedule N WYOMING 
(Caddo & Others) Lisbon La. Dist. (Esso Standard) ..... 2.85 Beaver Creek & Others (Phillips 3-1- 
Schedule A: Arkansas Fuel, Gulf, Magnolia, | Longwood, La. Dist. (Ark. Fuel, 4-1-48) 2.85 | ie RRS pees, 2° Schedule 8 
Esso Standard, Stanolind. | DOCU, EM, CARRERE)  o ccccccccvsccvccos 60 | Big Sand Draw Condensate (Sinclair, 6- 
Northeast Louisiana | Smackover, Ark. (Ark, Fuel 4-30-49; D+ «etuccadedevskee hand opadeneiala .65 
(Delhi & Others) | Gulf, Phillips 4-27-49) ......seseeecees .08 Byron (Ohio Oil, 12-20-49) . 1.50 
Schedule A: Esso Standard, Stanolind, Sun. | @weet Lake, LA. (PUPO) ....cccccccecce 2.51 Elk Basin Light & Others (Carter, Con- 
Central Louisiana | ‘Tullos, La, (Ark, Fuel 7- 11-49) ecsceose BD tinental, Ohio Oil, Sinclair, Stanolind, 
(Holly Ridge & Others) | Urania, La, (Ark, Fuel 7-11-49)........ 2.69 | PED noch ou estey ins 0806065 60% Schedule A 
Schedule O: Esso Standard, Stanolind. Ville Platte, La, (Continental) ........ 2.75 | Elk Basin Heavy & Others (Carter 5-14- 
Central Louisiana W. Mermenteau, La. (Continental) .... 2.75 49; Ohio Oil, Stanolind 5-16-49). .Schedule T 
(Oia & Others) | MISSISSIPPI E. Mahoney Dome (Sinclair) 2c below 
Schedule P: Arkansas Fuel, Esso Standard. | Dieiaes eek Eee ESA... EAM. |, _ haa ade csncccacecesescessatsees Schedule C 
axterville crude (Gulf 5-1-49) ..... +. $1.45 ’ 9.90.4¢ 
Coastal Louisiana | B - Garland (Ohio Oil, 12-20-49) ... 1.50 
(Golden Meadow & Others) ey we Faw PS OE 2.60 Medicine Bow (Ohio Oil) .............. 2.875 
Schedule P: Continental, Gulf, Magnolia, Pan | Carthage Pt. dist., 45 & abv. (Pure)... 2.85 | xiuie Creek (Carter) ......-.++.ss0s... 2.41 
American, Shell, Esso Standard, Stanolind, | Cartliage Pt. Sweet dist. (Esso Stand- | Mush Creek (Phillips 3-1-49) ..... Schedule A 
a Coastal Louisiana — & Others (Esso Standard oo. — “a - ee = opacee (ancind ‘Schedule T 
(Hackberry & Others) J tates esecessesssaseessscs ces use Oregon Basin (Ohio Oil, 12-20-49) 1.40 
Schedule F: Gulf, Shell, Stanolind, Sun. Fayette & others (Esso Standard). .Schedule O + sn Basin (Texaco, 5-16-49) . é 1.65 
Coastal Louisiana Fayette Sweet dist. (Esso Standard).... 2.85 Sheldon Dome (Phillips 3-1-49) ....Schedule A 
(Low Cold Test) Gwinville Sweet dist. (Esso Standard).. 2.85 Skull Creek (Phillips 3-1-49) ..... Schedule A 
Schedule F (24-29 gravity): Pan American Pickens (Carter, Sohio) ........ --ScheduleD -| wWerts « Others (Sinclair) ........ Schedule C 
7-13-49, Sun 7-13-49, Texas Co, 7-12-49. See «GED e éeusbedd cccuseese Schedule D 2 ‘ 
South Louisiana COLORADO Canadian Fields 
(Westwego & Others) Canon City (Continenta]) ........... coe $2.45 Bothwell (Imperial, 9-24-49) $3.45 
Schedule 0: Esso Standard, Stanolind. | Florence (Continental) ..........c.ecee 2.45 | Glencoe (Imperial, 9-24-49) ........+00. 3.45 
LOUISIANA-ARKANSAS MISCELLANEOUS | Ft. Collins (Continental) 5c below..Schedule A | Golden Spike (Imperial, 9-24-49)....... 3.18 
Arkansas Sour Dist. (Limestone): Iles (Stanolind, Texaco) ....... .-Schedule A | Leduc-Calmar (Imperial, 9-24-49) ..... 3.20 
Big Creek, Calhoun, Columbia, Dor- Moffat (Texaco) Sheccecescoccece . Schedule A Oil Springs (Imperial, 9-24-49) ..... 3.52 
cheat-Macedonia & McKamie (Esso Rangely (Phillips 3-1-49) ......... Schedule A | Petrolia (Imperial, 9-24-49) ........+. 3.70 
GREE. Sncpncecdsodeans bans ecce $2.80 Tow Creek (TeX&CO) ....ccccccccee Schedule A | Redwater (Imperial, 9-24-49) 2.88 
Arkansas Sweet Dist. (Sandstone): Walden (Continental) ............. Schedule A | Woodbend (Imperial, 9-24-49) ..... 3.20 
Dorcheat-Macedonia (Esso Standard). $2.85 Wellington (Continental) 5c below. .Schedule A Turner Valley Crude (Imperial, 9-24- 49): 
Bateman Lake, La. cond. (Texaco, ONTANA | Prices, FOB producer's tankage, begin 
DOM. nisbedineae besten shaven 2.90 49a . $2.70 | with 33-33.9 at $3.44, 2c differential 
Bayou Pigeon, La. (Republic) | PSs Cat Creek (Continental) ..... -eehee 2.75 to 64 & over at $4.06. 
Bear, La. (Continental) ........sseee0+ 2.75 Cut Bank (Carter; a eccccccccee 270 Turner Valley Absorpticn Gasoline (Royalite): 
Bivens, La. (Atlantic) ........ 2.60 Cut Bank (Texaco) 3066006 0040560 . Schedule R | Propane (12-1-48) ....cecscceeeneces $0. 40 
Cotton Valley, La. Crude (Esso “Stana- a. BE.  eererrepereatasanen: 2. Butane (9-24-49) ........cscccccccees 2.2 
OE . 005.00055d000ckbdo00 seen Sebape ss 2.70 Dry Creek (Ohio Oil) ............ * ‘Schedule A Pentanes & Heavier (9-24-49) 5.48 
CALIFORNIA 
S. 0. California prices a - 3, 1949. a gravities abo -¢ those quoted take highest price offered for the field specified. 
SCHEDULE 1 2 3 6 8 SCHEDULE 9 10 il 12 14 15 16 17 
Gravity Gravity 
12-12.9... $0.98 sa owe $0.95 $0.91 $1.04 eeee eee 24-24.9... es oece eee eee cece née eooe cece 
13-13.9... 1.02 — o een 1.01 0.98 1.11 cone eee 25-25.9... ee ecee 08 aoe cess. Geen cece cece 
a eee * ae $1.07 1.07 1.04 1.18 $1.03 $1.21 Yo er ee Pa ; kesec “Bas ahh 
15-15.9... 1.15 - 1.17 1.13 1.10 1.24 1.12 1.32 27-27.9... $2.36 $2.43 $2.20 eee TT vous 2.22 TT eee 
16-16.9... 1.31 ee 1.28 1.18 eese 1.30 1.20 1.42 28-28.9... 2.42 2.47 2.25 eee $2.17 ee6e 2.29 $2.37 o ofe 
17-17.9... 1.45 .... 1.39 1.23 1.35 1.29 1.53 29-29.9... 2.48 2.61 3:31 ... S28 ia Se Be sabi 
18-18.9... 1.56 .... 1.49 1.29 1.40 1.37 1.60 30-30.9... 2.54 23.56 323.86  ... Se: xcee SO BAB woos 
19-19.9... eee -+-» 1.60 .... 1.45 1.46 1.69 31-31.9... 2.59 2.60 2.41 $2.47 2.35 FOB 2.49 2.51 .... 
20-20.9... a. 358 ... ae. Fes 32-32.9... 2.64 2.64 2.47 2.52 .... Ship 2.55 2.56 $2.58 
21-21.9... 1.85 1.81... -» 1.63 1.88 33-33.9... 2.70 2.60 3.08 3.57 . $2.66 2.61 2.60 2.57 
22-22.9... 08 208 .. . Lo Bae 34-34.9... 2.75 2.73 23.57 3.62 .. 2.71 2.67 2.65 2.62 
23-23.9... ae,” cae Awuis ; + 1.80 3.6 —T SO eos — aa ee Oks ae 
24-24.9... 2.17 oes . - 1.80 2. 36-36.9... 2.66 2.72. . 2.80 2.74 2.71 
25-25.9... Fee ie ; oe. 37-37.9... rn. a ee 2.79 2.76 
26-26.9... lie k “et wane 38-38.9... 2.75 Bae lt. 2.83 2.80 
27-27.9... eee eeee ee ee 39-39.9... ‘2! Ze rl see 
28-28.9... cess osee oon seve oe oe etec 40-40.9... cece eee 2.84 2.92 oe sees ee0e 2.92 cece 
SCHEDULE 18 19 20 21 ze 23 24 25 26 27 28 29 30 31 32 33 34 35 36 37 
Gravity 
0) err (ics, sant. Sees. bean buen! mene ooo ee ree a a. 6. Bae - $1.04 .... 
aa ser ey Oe ee ee ee ee Sts bt oki mean skeen oekd le _° ore 
Sa eae ae +++ $1.28 $1.04 .... $1.26 $1.28 $1.13 $1.22 $1.16 $1.25 $1.27 .... .... 1.13 1.17 1.20 eee 
BN tea ckwseaeaaand so02 Be a cies Ee - ee ee ot Bt Sa eee” hCU Ue Sa. sess 
OE CLEC re osoe Bee B2.Be sooe 2.68 2.67 3.40 1. S.me S44 Be cscs seve Bee 2 1 > eee 
Ser coos BOD 2.96 .--- 1.838 1.086 2.47 1.467 3.60 B.D 3.88 2sis coos 346 3.08 3.00 1.48 $1.53 
18-18.9 $1.53 1.64 1.44 .... 1.62 1.64 1.57 1.56 Se. Bee Bee sect. otes Qi Be See 1.56 1.64 
19-19.9 2.40 2.90 2.08 coor 1.9 ES Oe oe 248 1.9% 3.9 ooes ESB SSS BS BA 1.66 1.75 
NS oi i ive aa erste bee 1.78 2.88 21.68 .... 1.880 148 3:99 1.73 3.76 2.88 248 .... 21.45 1.0 3.00 4.00 1.76 1.86 
21-21.9 1.83 1.93 1.74 .... 1.6) 1.08 1.08 1.81 1.86 1.92 1.98 .... 1.66 1.86 1.84 1.86 1.87 1.98 
22-22.9 1.92 2.02 1.84 $1.93 1.98 2.00 2.01 1.90 1.96 2.01 2.09 $1.96 1.77 1.97 1.94 1.95 1.98 2.09 
23-23.9 2.02 2.11 1.95 2.02 2.07 2.10 2.12 1.98 2.06 2.11 2.19 2.04 1.87 2.07 2.04 2.05 ... 2.09 2.20 
0 7) ee 2.12 2.20 2.05 2.11 2.17 2.19 2.23 2.07 2.16 2.20 2.29 2.13 1.98 2.18 2.13 2.15 $2.12 2.20 2.31 
25-25.9 2.22 2.30 2.15 2.21 2.26 2.28 2.34 2.15 2.26 2.30 2.40 2.21 2.09 2.29 2.23 2.24 2.20 2.31 2.42 
26-26.9 2.31 2.39 2.25 2.30 2.35 2.37 2.45 2.24 2.36 2.39 2.50 2.30 2.20 2.39 2.33 2.34 2.28 2.41 2.53 
27-27.9 2.37 2.43 2.31 2.35 2.39 2.41 2.50 2.29 -.-. 2.43 2.54 2.35 2.26 2.44 2.37 2.38 2.31 2.46 2.59 
28-28.9 2.42 2.48 2.37 2.41 2.44 2.45 2.56 2.35 eoee 2.57 2.39 2.32 2.50 2.42 2.41 2.34 2.51 2.66 
29-29.9 SOD Be cece BP BA SAM inks 0xss 2.61 2.43 2.37 2.55 2.46 2.45 2.56 2.72 
30-30.9 2.54 2.57 2.52 2.51 2.52 .... 2.64 2.48 2.43 2.60 2.50 2.49 2.61 2.79 
St Eres 2.59 2.61 Te sees ee a. 2.66 2.52 2.48 2.66 .... 2.54 2.65 «+. 
See S08 -saic 2.62 ne jo 3 2.69 2.57 2.53 .... 2.58 2.70 sees 
33-33.9 re 2.67 ——— 2.72 2.61 2.59 ° 2.62 2.72 
34-34.9 ses 2.72 ee 2.76 2.65 2.64 2.66 2.75 
Nats ound espaew oes ne 2.78 a dd 2.79 2.70 2.69 . 2.70 . $2. 62 2.77 
36-36.9 NE? nee a ee ee 2.74 2.67 2.80 
37-37.9 ied ; ee 2.88 % 2.78 2.72 2.83 
8 ee ese aha i 2.92 . 6 2.81 2.77 2.86 
i ree inet a 2.96 . e 2.85 2.82 2.90 
40-40.9 ante Th 2.99 — 2.89 2.87 2.94 
Schedule Schedule Schedule Schedule 
Aliso Canyon ............+.. 7 eee pe 20 Lost Hills ....cescecesoccees 32 Round Mountain ............ 1 
Athens-Rosecrans 4 Elwood Terrace 14 DEOCRNRE ccc cicccceccecccocs 13 Santa Fe Springs............ 10 
) aie, HET ERT ETE 24 Gato Ridge 4 Midway-Sunset .......see0+s 31 Santa Maria Valley......... 6 
Buena Vista Hilis........... 31 Greel 6 Montalvo West ......eseeee. 16 er She ke 21 
Canfield Ranch ............. 34 TOME cecrcccsccccccsesccs 2 ie daiwcheedeseie 28 cant an dae ia. oe 
ha 5 wih wen skaduaee 33 Guijarral Hills .............. 35 Mountain View ............. 30 — 5 cone 
a cccwnssvvaneuds 11 Huntington Beach .......... a % _ | bre esoncedionys 1 TOFTANCE «ee seeeseeeseeeeees 25 
Ee a oaaesencbxbawases s 36 Inglewood .........ccccceces 23 Newport-Anaheim Sugar Area 7 WASCO eee seesceerceeecseees 11 
(ears 15 Kern Front McKittrick...... 1 Newport-Other Than Anaheim West Cat Canyon-Los Flores 5 
East Coyote (La Habra).... 27 Kern River ....... 1 Se DE awecascadeceses S West Coyote Hills + 2 
eee 3 EOE TEED cccccccecces 12 Pleasant Valley 33 Wheeler Ridge ........+s+++- 2 
Elk Hills (Shallow)......... 31 Lakeview Area .......seeees 31 Raisin City .... 33 Whittier 27 
Elk Hills (Stevens Zone).... 11 EMERGE ccc cv ecccoccecse 17 TRIGGER ccc cccccccccccccces 26 Wilmington 19 
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CRUDE PRODUCTION AND RUNS TO STILLS (Total U.S.) 
(MILLIONS OF BARRELS DAILY) 
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GASOLINE STOCKS (Dist. 5 Not Included) 


(MILLIONS OF BARRELS) 


Crude Oil Stocks 


barrels) 











(Bureau of Mines figures in thousands of 


Change 


from 
2 Dec. 10 Dee. 17 Dec. 10 
Pennsylvania Grade 2,932 2,857 75 
Other Appalachian 1,778 1,916 138 
Lima- Michigan 1,004 991 13 
Illinois-Indiana 10,640 10,973 333 
Arkansas 2,685 2,913 228 
Kansas 8,170 8,263 93 
Louisiana: 14,037 13,480 557 
North 3,433 3,300 33 
Gulf 10,604 10,180 424 
Mississippi 2,475 2,404 71 
New Mexico 7,414 7,E29 115 
Oklahoma . 29,443 29,348 95 
Texas: , / 116,295 117,369 1,074 
East Texas 16,160 16,363 203 
West Texas . 13,783 43,619 164 
Gulf Texas . 29,621 29,931 310 
Other Texas .. 26,73 27,456 725 
Panhandle 3,958 4,026 6S 
JF MANMJIJSJASOND 8 15 2229 5 12 19 26 3 10 I7 243) North ‘ 7,151 6,96 188 
oT NOV. DEC. South 7,227 7,610 383 
Other 8,395 S 857 462 
Rocky Mountain 13,715 13.978 26 
California, incl, heavy 37,763 37,924 161 
CRUDE OIL STOCKS (Total U.S.) ae . "a aie a 
MILLIONS OF BARRELS) 
320 Total crude stocks 
in U S 256.545 257,976 1,431 
Total located in Bu- 
Coast District ‘ 13.760 13,760 





(Compiled by National Petroleum Assn., 


Crude Figures in b/d 





Dec. 17, 1949 Dec. 10, 1949 Dec. 18, 





JFMAMJIJASONO 





8 15 2229 5 12 19 26 3 10 17 243! 
OCT. NOV. DEC. 








Penna. Crude Runs to Stills 


from 


reports of all companies refining Penna. Grade 


Week Ended Week Ended Week Ended 


1948 


57,335 54,429 59.849 
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REFINERY OPERATIONS 








(American Petroleum Institute figures in Gasoline 
thousands of barrels of 42 gallons each. Production at Gas Oi & 
Figures include reported totals plus esti- Crude Runs to Stills Refineries Inc. Kerosine Dist. Fuel Oil 
mate of unreported amounts and are Daily Average % Operated Natural Blended Production Production 
therefore on a Bureau of Mines basis.) Week Ended Week Ended Week Ended Week Ended Week Ended 
Districts Dee. 17 Dec. 10 Dec. 17 Dec. 10 Dee. 17 Dec. 10 Dec. 17 Dec. 10 Dec. 17 Dec. 10 
i SO ern ieee wee oO 848 807 92.7 88.2 2,359 2,432 339 116 1,496 1,409 
Appalachian (Dist. 1) .. .s awed : 87 87 73.7 73.7 290 286 41 32 136 102 
So er re ee 64 63 85.3 84.0 209 234 38 29 37 68 
tins Bibs Hie eaeewe ‘ a a 944 S81 84.9 79.2 3.540 3,246 524 164 1,184 1,068 
i a ae da bewe eee 429 414 83.5 80.5 1,649 1,579 148 123 566 528 
Inland Texas . sini alaies ear wine —r 187 196 68.0 71.3 931 942 93 54 115 162 
Texas Gulf Coast a : ‘ nid niceties ts 1,312 1,267 83.0 80.1 4,274 4,405 709 713 2,087 1,845 
Louisiana Gulf Coast ..... pekeaeeeeeae 471 136 102.8 95.2 1,666 1,618 460 377 604 769 
ee re 67 81 69.8 84.4 214 243 47 59 76 
Rocky Mt. (Dist. 3) .. bh kt wees aoe 11 11 73.3 73.3 42 46 ° 13 
Other Rocky Mt. (Dist. 4) . éaws caee 175 169 79.5 76.8 544 582 32 37 219 
CRMSIGUER. 2.405 00K we Sine BORA O~ dB 6:8 794 822 74.4 77.0 2 611 2 606 64 778 
Total U. S.—B. of M. Basis 3 ek Ae *5,389 5,23 83.6 81.2 18,329 18,219 2,068 7,037 
U. S.—B. of M. Basis, Dec. 18, 1948... 5,766 94.9 17,902 
ee i I 5.65 8s ace wh eheweneaeeia 4,595 4,412 85.4 82.0 15,718 15,613 2,004 6,259 
*Includes 538,000 bbls. foreign crude runs 
Per Cent 
Residual Total Total Stocks Total Stocks Stocks of Daily 
Fuel Oil Stocks Gas Oil and Residual Finished and Un- Refining Ca- 
Production Kerosine Distillates Fuel Oil finished Gasoline pacity Reported 
Week Ended Week Ended Week Ended Week Ended Week Ended Week Ended 
Districts Dec. 17 Dec. 10 Dee. 17 Dee. 10 Dee. 17 Dee. 10 Dee. 17 Dee. 10 Dee. 17 Dee, 10 Dec. 17 
East Coast . ve : ‘ Tyrer re 1,456 1,384 9,424 9,796 24.922 26,352 9.512 9.421 22 586 100.0 
Appalachian (Dist. 1) , (heatabaes 63 76 333 365 892 S&8 350 396 2,752 90.4 
Appalachian (Dist. 2) ioeaweeseaend 98 113 121 125 911 238 136 153 1.312 97.3 
Ind., Ill., Ky. ...... , dea eee 1,253 1,159 4,494 1,751 12,091 12,851 3,863 3,996 21,460 90.4 
at ss OI ain tiie wih ach hw even cal on 397 356 1,200 1,287 5.868 5.958 1.594 1.681 998 82.1 
Inland Texas ..... ‘ eeees sadahee 242 267 580 688 1,007 1,218 1,154 1,229 1 81.0 
Texas Gulf Coast ......... Ses saweon end 1,479 1,475 3,177 609 15,691 16,030 6,489 6,760 15,395 97.2 
Louisiana Gulf Coast ‘ eccesecceser 479 437 1,293 1,106 1,888 1,960 2,417 2,685 KE », 926 98.1 
No. La. & Arkansas.. eon 103 102 386 368 619 688 308 343 2,631 2,572 72.6 
Rocky Mt. (Dist. 3) . iwbiwase- bee ures 19 20 35 10) SS 92 30 31 87 87 25.1 
Other Rocky Mt. (Dist. 4) ............. ‘ 266 249 330 s70 1,893 1,970 643 643 3,067 2,836 88.7 
SN ein Sho eae aden va suaad wah crc 2,201 / 2,215 S04 892 14,280 14,681 36,290 37,036 17,77 17,371 0.7 
Total U. S.—B. of M. Basis i, iat oo 8,056 7,853 22,267 23,397 82,450 85,926 62,786 64,374 1108,490 106,146 2.¢ 
U. S.—B. of M. Basis, Dec. 18, 1948... 9,494 25,227 76,344 64,445 8,22 
East of California ‘ 5,855 5,638 © 21.373 22,505 68,170 71,245 26,496 27 71 88,77 ° 


Unfinished gasoline stocks included are: (+)7,870,000 bbls.; (t)8,343,000 bbls. 





GAS OIL AND DISTILLATE STOCKS (Dist. 5 Not Included) 
Crude and Condensate (MILLIONS OF BARRELS) 


Production 


(Barrels, daily average) 
Week ended Dec. 17 
Change 
from 
Crude & previous 
Condens. week 


State 
New York-Pa 12,050 3,050 
Florida 1,000 1. 200 
West Virginia 7,550 SO 


Virginia 100 


*Ohio—Southeast 5,400 ! 200 
Ohio—Other 4,100 250 
Indiana 27.950 600 
Illinois .... 178,400 2,200 
Kentucky 25,000 1,400 
Michigan 12.950 2,500 
Nebraska 1,450 + 100 
Kansas 291,250 +10 000 
Oklahoma oe 108,150 11,050 
Texas: 
District 1 26,050 





District 


District. 3 385,200 50 JIF MAMJIJAS OND 8 15 2229 5 i2 19 26 3 10 17 243) 
: OCT. NOV DEC 


118,600 


District 188,550 

















District 5 34,050 
East Texas 236,000 
Other District 6 87,650 
. 4 7 . : . 
Pn So nee RESIDUAL FUEL OIL STOCKS (Dist. 5 Not Included) 
Ss c ‘ , 
District 8 . 982,650 MILLIONS OF BARRELS 
District 9 140,500 100) 
District 10 92,400 
Total Texas 2 004,200 71) 
North Louisiana 127,300 4.400 
South Louisiana $31,000 LS, 750 
Total Louisiana 558,300 650 80 
Arkansas 78,150 500 
Mississippi ‘ 105,700 1.9050 
\labama 1,550 lL. 200 
New Mexico—Southeast 129,900 
New Mexico— Other 350 O 
Wyoming 131,300 }-9,350 
Montana 22,500 400 
Colorado 60,900 1,800 
Utah 2,700 + 100 
California 869,250 —1,900 4 
Total U. § 5,000,150 1. 20,850 
*Penna Grade crude incl 55,100 +. 2,450 
Breakdown of condensate production which is 
included in above table is as follows: 2 
Arkansas 3,950 aed aia ale 27,500 
No. La 6.600 Wyoming .... 450 
Coastal La 15,400 California 2,950 
Mississippi 3,600 O 
ae sail JFMAMJJASOND 8 15 2229 5 12 19 26 3 10 17 2431 
a ansas web figures ire week 
ended 7 a.m. Dec, 15, 1949 i ay NOV DEC 
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MICRONIC FILTERS 


FOR GASOLINE, KEROSENE, 
JET PROPULSION FUEL, 
FUEL OIL & DIESEL FUEL 


@ MICROPAK meets all com- 
mercial aviation and U.S. Armed 
Services requirements for filtra- 
tion of Aviation and Jet Propul- 
sion fuels. 


Featuring 
FULL FLOW CAPACITY 
VERY LOW PRESSURE DROP 
LONG LIFE EXPECTANCY 
SIMPLE COMPACT INSTALLATION 
EASY SERVICING BY USER 


@ Standard Models Available 
from 15 to 1000 G.P.M. for 
Servicing Trucks, Fueling Pit 
Boxes, Loading Racks and Prod- 
uct Pipe Lines. 


For Lowest Cost Per Gallon 
of Fuel Filtered — Specify 
MICROPAK. 





» mse We | 
PETROLEUM ACCESSORIES 


INC. 
DETROIT 11, MICHIGAN 


About 
Oil People 











Mr. Baker 


Vice president, treasurer and men- 
ager of B & B Oil & Fuel Co., Find- 
lay, Ohio, is R. J. Baker, Navy vet- 
eran of 22 months landing craft serv- 
ice in World War II. 

Working with his father, A. E. 
Baker, who formed B & B in 1923 as 
as partnership with the late H. R. 
Beamer, the younger Mr. Baker, has 
helped build a business in gasoline, 
fuel oil, motor oil, grease and coal that 
now includes 71,000 gals. of storage 
and three tank trucks. The company, 
which does 75% of its business with 
farms surrounding Findlay, in Han- 
cock County, started the first metered 
fuel oil service in the area, and now 
has three service stations—one direct 
control and two operated by dealers. 

Mr. Baker fee!s that oil jobbing 
is “a fascinating business, with never 
a dull day,” and believes that success 
depends on “being close to the cus- 
tomer and knowing them and their 
problems.” B & B has recently em- 
ployed newspaper advertising and 
direct mail. 

Now 31, Mr. Baker was born in 
Findlay and is a graduate of the 
high school there with the class of 
1936. He started part time book- 
keeping work with his father in 1934 
after taking an accounting course. 

In addition to working in the com- 
pany office and in service station op- 
eration, Mr. Baker was tank wagon 
delivery salesman for seven years. In 
1944 he joined the Navy, serving as 
quartermaster on an LST in the South 
Pacific, with initial landings at Leyte 
Gulf, Okinawa, China and Japan. 
Following his discharge from service 
in 1946, he returned to B & B. 

Mr. Baker praises the work of E. O. 
Martin, present bookkeeper, who has 
been with the company since 1924, 
mostly as a salesman. At a company 
party recently, Mr. Martin was pre- 
sented with a diamond pin designat- 
ing 25 years of service. 

Married, with three children—-Jan, 
13; Larry, eight; and Ann, four 


months—Mr. Baker is a bowling and 
basketball enthusiast. He is vice 
president of the local Junior Cham- 
ber of Commerce, and member of 
the American Legion, Knights of 
Pythias, Masonic Temple, the Moose, 
and the Conservation Club, an organ- 
ization of hunters and sportsmen. 


Work has begun on the $2,160,000 
Clemson College housing project pro- 
posed and supported by T. Wilbur 
Thornhill, Charleston Oil Co., Charles- 
ton, S. C., member of the college 
board of trustees. Mr. Thornhill’s ef- 
forts in advancing the construction 
have been praised by Clemson presi- 
dent, Dr. R. F. Poole, and Board of 
Trustees chairman, Christie Benet, 
who wrote recently in a personal let- 
ter to Mr. Thornhill: 

‘... the plan you have so earnest- 
ly pushed for adequate housing at 
Clemson has made considerable prog- 
ress ... You will be gratified to 
see how fast your baby is growing 
because you were the first member of 
the board who saw the need and the 
possibility of a constructive  solu- 
tio... 

* * * 

Fred G. Crosby has been appointed 
assictant to the managing director 
of Sun Oil Co., Ltd., Canadian mar- 
keting: subsidiary of Sun Oil Co. He 
moves to the company’s regional 
headquarters at Toronto after seven 
years as manager of the London, 
Ontario, marketing district. Succeed- 
ing him at London is Sidford G. Tat- 
ham, named acting district manager 
after having previously served as 
regional automotive accessories man 
ager. 

Mr. Crosby joined Sun as a motor 
products salesman in Toronto in 1931. 
He held several sales positions in the 
provinces of Ontario, Quebec and 
Nova Scotia before becoming Lon- 
don district manager in 1942. He is 
a member of the London Club, Ltd., 
and the London and St. Thomas 
Chambers of Commerce. 

Mr. Tatham began with the com- 
pany at Toronto in 1932 as member 
of the motor products department, 
and was appointed regional manage: 
of automotive accessories in 1946. He 
has been active in work with Kings- 
way-Lambton United Church and is 
a former president of the Trout Fish- 
ing Club of Toronto. 

Arnold D. Benison, manager of the 
oil supply and exchange department 
of the General Petroleum Corp., was 
honored at a luncheon recently upon 
completion of 30 years with the com- 
pany. Thirty top executives gathered 
to congratulate Mr. Benison. 
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New sales manager of Shell Oil 
Co.’s Boston marketing division is 
P. G. Drew, Portland division sales 
manager since late 1948. In other 
appointments, R. S. Davis, sales man- 
ager of Seattle marketing division 
since 1947, succeeds Mr. Drew at 
Portland, while D. B. Clark succeeds 
Mr. Davis. 

Mr. Drew joined Shell in 1928 as 
a salesman at Junction City, Oreg., 
following his graduation from Oregon 
State College. He held sales positions 
at various West Coast offices before 
being named wholesale manager, 
Portland marketing division in 1939. 

Mr. Davis began his Shell career 
in 1926 as a service station attend- 
ant in San Jose, Calif., and has held 
several sales positions with the com- 
pany. Mr. Clark joined Shell as 4a 
clerk in the New York marketing 
division in 1937 following graduation 
from Stanford University. Recently 
he has been sales manager of Albany 
(N. Y.) marketing division. 





x * * 
Richard R. O'Reilly, real estate 
manager for Shell Oil Co.’s Atlanta 
division, celebrated his 20th anniver- 


sary with the company Dec. 2. A 
graduate of the University of Mis- 
souri, Mr. O’Reilly joined Shell in 


St. Louis as an appraiser. In 1939 he 
moved to Indianapolis to become 
field assistant to the real estate man- 
ager there. He moved to Atlanta sev- 
en years ago as special sales repre- 
sentative. Later he became district 
manager and was named _ division 
real estate manager in 1947. 
* * * 

Top executives, technical and re- 
search men of Shell Oil Co. and 
Shell Development Co. attended a 
semi-annual research conference 
which closed Dec. 12 at San Marcos, 
Ariz. 

Among the ranking officials in at- 
tendance were: Dr. M. E. Spaght, 
president, and A. J. Johnson, vice 
president of the Shell Development 
Co.; J. H. Doolittle, F. S. Clulow, C. 
E. Davis, vice presidents of Shell 
Oil, and W. P. Gage, vice president 
of Shell Chemical Corp. 

More than 100 scientists from Shell 
research laboratories at Houston, 
Wood River (Illinois) and Martinez 


and Emeryville (Calif.) participated. 
* * * 

McCartney Oil Co., Ine., Fort 

Smith, Ark., has received a charter 

from the secretary of state listing 


authorized capital stock at $20,000. 
Incorporators are Paul McCartney, 
Mrs. Catherine McCartney, and Cath- 
erine Youmans McCartney. 

+ * 

O. C. Keegan, division credit man- 
ager with Phillips Petroleum Co., 
Tulsa, has been raised to the 33rd 
degree by the Masonic Lodge of 
Oklahoma. Mr. Keegan has been with 
Phillips for 22 years. 
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NOW a complete line of 


modern MARLOW PUMPS 
for the petroleum marketer! 


A MARLOW FOR EVERY PUMPING JOB 











Marlow Type SC 





MARLOW CENTRIFUGAL PUMPS 


For high capacity and high efficiency in pumping 
light liquids on flooded suction installations. Close 
and long-coupled models, sizes 1 to 4 inches, capac- 
ities 10 to 1000 GPM. Features include an easily 
renewable sealing ring at impeller inlet, deep-groove 
oversize ball bearings, and a John Crane dripless 
shaft seal. Motors from 
proof or fully enclosed. 


4 to 30 HP. Explosion 





service on suction lifts. 


transfer or loading operations. Close 





MARLOW SELF-PRIMING 
CENTRIFUGAL PUMPS 


The only light-liquids pump for long, trouble-free 
Marlow Self-Primers offer 
high capacity and high efficiency with automatic 
Priming. Suitable for underground storage or for 
and 


long- 
coupled models, sizes 14 to 10 inches, capacities 15 
to 3500 GPM. Self-priming, self-purging design as- 
sures automatic priming and freedom from vapor 
lock. Free clearances at impeller help eliminate wear, 
prolong life and original high efficiency. Motors ! 
to 60 HP, explosion proof or fully enclosed. 


einen 





Marlow Type EL 


Models also available for belt 
Y% and engine drive and for high 
pressure service. 











GEAR INCREASER PUMPS 


NOW —a quiet, dependable centrifugal 


tank truck pump that couples direct to 
power take-off. Installs like a rotary but 


has a centrifugal’s smooth efficiency, high 
Sizes 2 and 3 
inch. Capacities 20 to 200 GPM. 


capacity and long life. 








i 





ENGINE DRIVEN PUMPS 


Marlow Self-Priming Centrifugals for 
refueling or transfer, where mobility or 
stand-by operation is required. Sizes 
11% to 8 inches. Capacities 15 to 2000 
GPM. 2- and 3-inch sizes available 
with electric starter and spark arresting 
muffler for tank truck service. 

Wherever pump users gather you will 
hear the ane MARLOW used as a 
standard of pump efficiency, trouble- 
freedom and long life. It will pay you, 
too, to standardize on the standard. 








Write the Marlow factory for complete information 
and the name of the Marlow dealer nearest you. 


MARLOW PUMPS 


596 Greenwood Avenue, Ridgewood, New Jersey 
MANUFACTURERS OF QUALITY PUMPS SINCE 1924 
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3oard of di- 
rectors of Pan- 
Am Southern 
Corp. has elected 
Roy J. Diwoky a 
vice president of 
the company. He 
has been serving, 
and will continue 
to serve, as ex- 





ecutive assistant 
to Pan-Am’sS 
president in the 
New Orleans Mr. Diwoky 
general offices. 
* + * 

The council of Institute of Petro- 

leum, London, England, has nomi- 


nated C. A. P. Southwell, M.C., B.Sc., 
as president for the 1950-1951 ses- 
sion. Mr. Southwell, managing di- 


rector of Kuwait Oil Co., Ltd., and 
former manager of fields and geo- 


logical -kranch, Anglo-Iranian Oil Co., 
Ltd., was elected to the institute 


council in 1936 and made a vic 
president in 1948. 
* * ¥ 


Jesse A. Harman, president of Har- 
man Oil Co., Inc., Dover, Del., dis- 
tributor for Shell Oil Co. since 1931, 
has two new service stations under 
construction and plans to add three 
annually for the next few years. 
Starting with one station and one 
truck, Harman Oil now has four de- 
livery trucks, a bulk plant in the 
heart of Dover, and a large gallonage 
in gasoline, fuel oil and motor oil. 

Mr. Harman is vice president of 
Delaware Motor Truck Assn., chair- 
man of Kent County Associated Pe- 
troleum Industries, and chairman of 
the local Petroleum Information 
Committee. In addition he has mem- 
bership in National Small Business 
Men’s Assn., Union Lodge No. 7, AF 
& AM, and is a 32nd degree Mason 

* oK on 

B. B. Turner has been named gen- 
eral manager of manufacturing to 
assume charge of Ethyl Corp.’s activ- 
ities in Baton La., home of 
the compeny’s antiknock manufactur- 
ing plant. He relieves J. H. Schaefer, 
vice president and director, who is 
returning to New York to direct all 
manufacturing operations from Ethyl 
headquarters. For the past two years, 
Mr. Turner has been co-ordinator of 
the $40 million plant expansion pro- 


Rouge, 


gram, now completed. C. W. Bond 
continues as resident manager in 
charge of the Baton Rouge plant. 


t 


Ethyl Corp. has transferred M. A. 
Remondino, research engineer, to the 
engine and fleet section 
of technical sérvice operations at the 
company’s research laboratories in 
Detroit. For the past three years 
he has been assigned to Ethyl’s San 
Bernardino, Calif., road test labora- 
tory. 

In other 


56 


commercial 


appointments, research 


engineer John D. Bailie has been 
transferred to the agricultural sec- 
tion of technical service, while Dan 
M. Guy has been named assistant di- 
rector of technical service in the 
Ethyl Research Laboratories at De- 
troit, to work under Director Richard 
K. Scales. 


* fe * 


Named general manager of crude 
oil supply and products pipe lines for 
Standard Oil Co. (Indiana) is R. E. 
Nelson, Jr., for the past six months 
assistant to the president, Stanolind 
Pipe Line Co., Tulsa. 

Mr. Nelson, whose appointment is 
effective Jan. 1, 1950, has been as- 
sociated with Stanolind Oil & Gas 
Co. for 20 years. He will make his 
headquarters in Chicago. He _ suc- 
ceeds Bruce C. Clardy, who has re- 
signed to return to Texas, where he 
will resume activity as an Independ- 
ent oil operator. 


* * 


Shell Oil Co. recently honored 10 
Charlotte, N. C., employes at a serv- 
ice award birthday banquet at Balti- 
more, Md. Those honored were: Fen- 
ton A. Adkins, Shell Carolinas man- 
ager; John C. Kelbaugh, Charlotte 
district manager; Preston R. Phenix, 
jobber representative, western North 
Carolina; Herbert W. Parker, depot 
superintendent, Charlotte; Dorothy L. 
Muirheid; Robert E. Muhl; John J. 
Curtin; J. William Guin; Edward Q. 
Kendrick; and Frank C. Rhyne. All 
are residents of Charlotte, and their 
combined records of service with the 
company total 137 years. 

Presentation of awards was made 
by Ralph D. Kizer, division manager 
for Shell in Maryland, District of Co- 
lumbia, Virginia and the Carolinas. 


H. Scoit Byerly has been appointed 
managing director of the National 
Council of Private Motor Truck Own- 
Inc., replacing Leon F. Ban- 
nigan, who resigned to become editor 
of Fleet Owner magazine. Mr. 
Byerly formerly was assistant to Mr. 
Banningan. prior to that time, the 
council’s new director served as a 
transportation consultant for the War 
Production Board 


ers, 


* 


Home Oil Distributors, Ltd., Van- 
couver, B. C., has recently completed 
bulk plants in various parts of British 
Columbia, giving the company full 
coverage of the province. Home Oil 
officers are Earnest H. Teagle, pres- 
ident and general manager; Harold 
W. Hamilton, vice president and 
comptroller; and Arthur Davis, sec- 
retary and credit manager. 

Company, organized in 1928, has 
recently taken on Home Eastern 
Motor Oil Super Diesel as a product 
line, and has been holding lubrication 
training classes for all dealers. All 


company executives are active in 
service clubs and Chambers of Com- 
merce. 


Humble Pipe Line Co. has pro- 
moted nine men to new positions in 


a general re-assignment of duties 
within the company. Promotions are 
as follows: A. E. Pecore, general 


superintendent of Humble Pipe Line 
Co.; F. D. McMahon, superintendent 
of Humble’s West Texas division with 
headquarters at Midland; Jack Jones, 
superintendent of field operations of 
the entire pipe line company; H. M. 
Stevenson, manager of planning and 
economics; C. H. Lundt, chief engi- 
neer; P. D. Phillips, assistant chief 
engineer; C. C. Moore, co-ordinator 
of personnel and policy; L. E. Gris- 
som, secretary and superintendent of 


oil movements; and E. L. Krueger, 
assistant secretary and _ assistant 
treasurer. 

7 * * 


Twenty-nine years without a lost- 
time accident in the shop of which 
he was general foreman is the record 
rung up by A. J. Olson, Standard Oil 
Co. (Indiana), who retired recently. 
Foreman of the company’s Whiting, 
Ind., refinery tin shop since 1916, Mr. 
Olson has been honored by plant of- 
ficials and by National Safety Coun- 
cil, which presented him with its 
“Award of Merit.” He is the first 
man not exclusively in safety work 
to receive the council’s award. 

Mr. Olson was born in Sweden in 
1884. He received his early schooling 
and metal work apprenticeship in 
Jamestown, N. Y., joining Standard 
in 1913. He attributes his success in 
safety to direct contact with each 
man before going on a job. 
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ying in the new 
; Ring out the old 
* a New National Pumps 


Model ''64" 
4 Low Pump 
Get more gas sold! 
‘ 
on 
Choose from these popular y ES, you can make 1950 a banner year if you install new, super-modern 
hose extension types: National Low Pumps on your island now. Their bonderized and high 


temperature baked enamel finish and sleek streamlined design will “dress 


NATIONAL ‘62"" LOW PUMP ” . vue , . aa 
up” your islands. Their fast, accurate efficiency of operation will accel 
Nylon cable type hose extension. j : ‘3 : 
y ve erate your service, and the large curved glass illuminated panels, exclu 
Serves cars up to 12 feet away. ; a ges 
sive with Nationals, will display your brand name and trade mark to 


NATIONAL "64" LOW PUMP greater advantage and do a forceful selling job for your product 24 


Semi-concealed hose extension. hours a dav. 
Serves cars up to 14 feet away. aca aoa , ; 
Model “64” Low Pump, shown here, has a special extension hose 


NATIONAL "66" LOW PUMP long enough to serve cars up to 14 feet away instantly and easily, After 


Reel type hose extension. Serves service, it is returned smoothly by roller-bearing pulley action to its 


feet > ~ i . 
cars up to 13 feet away normal position. The entire extension mechanism is simple and foolproof. 


Start the new year right . . . resolve today to install business-building 
NATIONAL PUMPS 


Division 
Tokheim Oil Tank and Pump Company 


General Offices and Factory: 
Fort Wayne 1, Ind. 
Pacific Coast Branch Office: 1190 28th St., 
Oakland, Calif. 
District Office: 3605 East Olympic Bivd., 
Los Angeles, Callif.. 


Export Office: 8 So. Michigan Ave., 
Chicago, Ill. 


National low pumps without delay. 


Send today for descriptive booklet giving complete specifications. 








yo unusual and colorful poster is now going up in more than 
500 cities and towns in the 26 states where Pure Oil products 


are sold. kt’s the 49th poster since Pure started to run 
them every month, 12.months a‘year. 


3 


There’s a promise in this highway poster 
for dealers and distributors, too! 


“Be thrifty in “50! Be sure with Pure!” 


Here is a familiar slogan—with new meaning 
for the new year. It promises the motorist his 
full dollar’s worth of safer, more economical, 
more enjoyable driving. Trustworthy products. 
Efficient, expert, Courteous service. 

It's a promise that will appeal to 1950's mo- 
torist. That’s why it is going to bring customers 
to the men who sell Pure Oil products, even as 
it sets a high standard for them to live up to. 

To Pure Oil dealers and jobbers everywhere, 
this poster says something else. 

It says, in effect, that Pure Oil products will 
set a high standard of value in 1950. It says that 


all Pure Oil advertising — outdoor, radio and 
newspaper—will again be working hard—d/rectly 
for the men who do business under the blue and white 
Pure Oil sign. 

And that’s a promise, too! 


THE PURE OIL COMPANY 


with Pure 
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ACCOUNT ING 
—TAudit imcentive Plan of Std, Cal, scores on 


efficiency, charts, 10/26, p. 25, Sturtevant, 

eElliott, Verl of Atlantic Refg. outlines edu- 
cation program for oil accountants, at API 
annual meeting, 11/23, p. 17 

Oil company accountants feel educational work 
needs to be done in consignees accounting 
systems, 11/23, p. 5, A of N. 

Promotion of sound accounting system is de— 
serving of API, industry support, 12/7,p.20, 
Edit. 

*Shell O11 Co.'s E.C, Peet tells how aocounting 
program is adjusted quarterly, at API annual 


meeting, 11/23, p. 18. 





ADVERTISING & PROMOTION 





American Gas Assn, promotoes old stove round— 
up to show off modern gas ranges, 7/27,p.9, 
Atlantic Coast Colum, 

eEducational advertising campaign on 1,000 mile 
oil change may provide answer to problem, 
8/10, p. 20, Ridder, 

Esso Std, uses driving etiquette book by Emily 
Post as promotion piece, 8/17, p. ll, At- 
lantic Coast column, 

*Hewitt O11 Co. uses educational theme in ads 
to encourage 1,000 mile oil change, 10/26, 
po 38 

Increase in oil company advertising budgets for 
1950 is predicted, 10/26, p. 9, A of N 

‘Lift the Hood’ drive shows lube oil, other 
sales boosted, 11/9,p.7, Midwest Column 

*LP-gas industry plans $4,500,000 expenditure on 
sales promotion campaign in next 5 years, 
10/26, p. 39 

National newspaper advertising expenditures of 
major oil companies, list, 9/14, p. 9, Mid— 
west colum, 

Newspaperman aids summer fill in Minnesota, 
9/14, De 7, Midwest Colum 

Oil company advertising depts. will feature 
gasoline superiority claims in 1950 cam 
paigns, 11/2, p. 5, A of N 

Oil Heat groups receive material for co-opera= 
tive ad campaign, 9/7, p. 42 

*Oil Industry TBA Group discuss advertising 
appropriations by TBA manufacturers, at meet= 
ing, 9/21, pe 49, Sturtevant, 

*Oil marketers push winterizing program to 
serve customers, boost station profits, 
pics, 9/14, p. 32, Ridder 

Printers’ Ink reports competing claims for high 
compression engines will be basis of adver— 
tising war, 7/20, p. 5, A of N, 

*Public education advertising campaign of Std. 
Steel Spring Co, captures reader interest, 
10/12, pe 57 

Self-serves rap opponents in newspaper adver— 
tisements, 11/9, p. 11, Pacific Coast Column, 

Signal 011 Co.'s big ad campaign features car— 
toon theme, 8/31, pe 9, Pacific Coast Column, 

Socony—Vacuum institutional ads do good job 
for oil companies, industry, 7/13, po 9, 
Atlantic Coast Column, 

Sohio newspaper ad tells readers how public, 
not companies set gasoline prices, 8/17,p.24 

Std. (Ind.) sponsors musical TV broadcast with 
Wayne King, 10/5, p. 9, Midwest Column, 

Suppliers promote dealer aids to improve sell- 


ing technique, 11/9, p. 9, Atlantic Coast Col, 


ACC = ADV 


ADVERTISING & PROMOTION — Cont'd 





Union 011 Co. ad on quality stirs W. Coast int- 
erest, 9/14, p. 9, Pacific Coast Column, 

Union 011 Co.'s ad shows how company must spend 
40 to 70 million for refinery changes, 9/14, 
p. ll, Pacific Coast Column. 

U.S, Rubber Co, views potential TBA sales of 
nationally advertised items at stations, 
tables, 11/2, p. 2 


BRIEFS 


July 6, po 56 
Union. ccooccooNew Station features bench for 


customers, 

OID geocececcoNovel exhibit at Minnesota's 
Centennial Week. 

Std, Ind...eeoAds to show American economy & 
travel freedom, 

Std. Ind......Dealer gives driver training 
classes at school, 

Sohio.....ceesDistributes free picture post= 


cards, 

Atlas Co.e.o..oTBA ads run in national mga— 
zine, 

Suno0c0...eooeeUrges proper rainwear for at— 
tendants, 


Pan=’m.eccecceOpens new type station in Ark, 

Cities Serv...Distributes farm book, 

Std. Ind......Skit givenat spring dealer 
conference, 


July 20, p. 67 

Shell..cecesec Display features electronic 
guns, pic, 

Socal.,e.eeseoohwards $8,000 in scholarships, 

Frontier......House organ features history of 
jobbers, 

Frontier......News of three new jobbers, 

Union,ceceeceoMore about free enterprise ads, 

Gen, Pet..eco Features hillbilly posters for 
Mobil tires, 

MacMillan Motor 011,,Distributors sponsor 
demonstrations, 

Sovereign Service, Inc,,.Magio Circle campaign 
boosts dealer sales, 


July 27, po. 57 

Gen. Pet.ooo.cAccordian=-like road map, pico 

Richfield.....Rust=—proof gasoline ad campaign. 

Shell.ccocoeochd¥V. 17 mile multiple products 
pipe line, 

Macmillan,....Suspends ad in Life mag, 

Esso Std......Pranotes new brand oil Esso 
EXTRA, 

Cities Serv...Pres, urges employes to use 
product, 

Atlantic......Displays products at bank, 

Ol oo oeecccceo New film "last ten feet", 

Sohio.scocccceccNew d ime saving bank pic. 

Tide Water... .Promotes travel hook & can 
book, 

Buckley Bros,,.Formal opening of B imker C 
fuel oil storage facilities, 


Aug. 10, po 59 
Gen, Petsoooc. Adv, campaign promotes both 


regular and premium gasoline, 
Union. ceccoceooUrges use of telephone to bring 
business, 
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ADVERTISING & PROMOTION = Cont'd 








BRIEFS ~ Cont'd 


Ake 10, pe. 59 = Cont'd 

Tide Water,..Offers polishing cloths for Xmas 
gifts, 

Sohio.vcoecceoAd gives mass schedules of all 
Catholic churches in Northern Ohio, 

Gen, Pet occooolV show features Tom Harmon, 

Std. Ind.....cAd urges buying of fuel oil now, 


Aug. 17, po 57 

Ruan Trans,...oDistributes traffic etiquette 
book by Emily Post, 

Union Oil....oAds are keyed to functioning of 
American business, 

Cal. StdocceoooNew training film "Down Your Al- 
ley”. 

Cities Serv.,.eAwards scholarships, 

Ind, StdescooelV¥ show features Wayne King, 

API,ccecovcceccohandbook for employes “Your In=- 
dustry & Mine”, 


Ind. Std.ococcolV¥ show to feature U, of Minn, 
football, 

Aetna Oil,... Radio show to feature individual 
dealers, 


Aug, 24, po 66 

OTIC (Mich,).."Watch out for Kids" new safety 
slogan, pic, 

Atlantic Rfg..New touring motor oil show, pic, 

SohidovceocccoNVill broadcast Cleve, football. 

OIWovoecevcoovorrepares manual for holding open 
house, 

Ind. Stdo.ecoeoNew movie “Lubricating Oil's 
Amazing Molecules", 

Cal, Stdo.ecooset8 up 36 scholarships, 

OL ,cccococeoo0ffers display on Petroleum Serv= 
ing America, 


Sept. 21, p. 67 
OTICoecccccesoDistributes Oil Progress Week 
booklet, 
Pure 011 Co,.,Lubrication training program, 
Tide Water,...Football broadcasts, 
Shell Oil.....Booklet explains refinery unit in 
Los Angeles basin, 
Ind. StdeooceoPromotion film on Lubricating Oil, 
Gulf O11 Coo. .Pumps displayed at B, Altman's 
in fashion wimiow, 
Cal. Std...ccoe3IO0~page booklet "Oil Pictures", 
Signal Oil Co.Dealer draws customers by cleaning 
windshields of non-customers, 
Atlantic..o.eoSponsors broadcast of football 
games. 
Texas Cooo.cooBbeacon labs receive lst prize in 
manufacturers’ exhibit, 
Creole Pet....0ffers relief map of Venezuela, 
Gulf Oil.....-Dealer uses elephant in promotion, 
Sinclair,.oooooGives away prizes at opening of 
new stations in Miami & Ft, lew 
derdale, 
eeovceOffers new driveway service cabine 
et. 
Ind. Std..oocoBroadcasts football on TV, 
Ind, Std..cccohdvertisement explains ownership of 
company , 
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ADV — (Cont'd) 


ADVERTISING & PROMOTION — Cont'd 





BRIEFS — Cont'd 


Nov. 9, Po 56 

Ohio Oil..eeeol2 page booklet describes growth 
of company. 

Gulf Oi1.....,survey to help raise motor oil- 
gasoline ratio, 

Tide Water,...Dealer meetings discuss operat— 
ing and selling problems, 

Sun Oil,oo eooe msufficient lighting shows up 
on cash register, 

Tide Water... .Displays Veedol motor oil at In- 
ternational motor show, 

Union 01il.....Promotional campaign calls at— 
tention to 60th anniversary, 

Pan AMoceooeoobrochure outlines marketing and 
sales activity, 

OID ocococcvoo rhe Last Ten Feet® — Film, 

Skelly .ecoccoookree distribution of half mil- 
lion booklets, “Report from 
Europe”, 

Nat, Metal Congress & Expo... .Imcluded ex- 
hibits of 7 oil companies, 

Leonard Refiners,..Clinic to discuss new de= 
velopments in road construc— 
tion, 

Cities Serv...Display wins top honors at 
Duchess County Fair, pic. 


Dec, 7, po 58 
ohio. CeveC eo ce lebrates 80th anniversary by 
sponsoring Twilight concerts of 
Cleveland orchestra, 

Penna, Grade Crude Oil Assn,.,Advertising wins 
award from Art Directors Club 
of Cleveland, 

Shell,sccocoooltd issue official manual giving 
specifications for company em 
bliem and lettering, 

Allegheny County, Pa., assn,. of service sta— 
tion dealers issues bulletins 
reminding members of additional 
service work they can solicit, 

Esso Std.oceoodisplay at Slavin's Service 
Station, Lakewood, N.J., wins 
award, pico 

LP—gas Pranotion, National Committee, discuss 
plans for nationwide LP=gas 
campaign, pic. 


Dec, 21, po 38 

Soc .-Vace.oov.oUrges pushing brand names of 
heating oil to meet natural gas 
competition, 

Atlan. Refg...Sponsors extensive radio and TV 
coverage of intercollegiate bas— 
ketball games. 

Shell 0il.....Distributes Shell Ski Guide, 

Std. CaloooocoGives $250,000 to MIT for re= 
search, 

Phillips....oAmateur basketball team returns 
from South American tour. 

Tide Water,..o=£xpects to have credit card 
coverage throughout U.S. & Can 
ada by first of year. 

Tide Water... oPuts out 20 page booklet on cor— 
rect use of Veedol Safety 
Check Lubrication Guide, 
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ADVERTISING & PROMOTION — Cont‘d 





BRIEFS - Camnt'd 


| Dec. 21, pe 38 — Cont'd 

Std. of Cal...Public Relations ad has theme 
“Oil helps grow food for you 
in Hawaii®, 

Gen, PetcooceeWill sponsor first postwar 
Grand Canyon Economy Run — 750 
mile race for American cars, 

Union Oil....eGives dealers quick education in 
methods of retail advertising, 

Ashland Oi1,,.,.Ad offers jobbers choice of two 
merchandising plans. 


AERO OIL CO, 
*Multiplies gallonage 27 times in 20 year per— 
iod, pics, 10/5, p. 22 & Cover, Yocom 





AETNA OIL CO, 
*New station provides ample, well-lighted TBA 
display, pics, 7/20, p. 44 & Cover 
«Operations will expand under proposed merger 
with Ashland; brief history of the two com 
panies, 11/23, p. 15 





AGRICULTURE DEPARTMENT — See DEPARTMENT OF AGRI- 
CULTURE 





AIRLINES, AIRPLANES, AIRPORTS — See AVIATION 





ALABAMA 
Tax commissioner restrained from enforcing new 
) regulation requiring coloring of refund 
' gasoline sold for agriculture purposes, 
11/9, p. 17 


ALABAMA PETROLEUM JOBBERS ASSN. 

Gray, Paul D., elected pres.3 pic of old & new 
presidents; list of officers, 10/5, p. 17 
Gray, Paul, new pres., 10/26, p. 16, frontis, 
*Gwaltney, J. Parks, says efficiency, econony 
are essential to jobber’s business, at first 

annual meeting, 10/5, p. 17 





ALASKA 
Trip to Alaska convinces newsman U.S, gasoline 
cheap, 8/3, p. 7, Washington Column 


ALCOHOL 

Attitude of industry toward “Alky gas” study 
by Gillette may intensify efforts to make 
it mandatory, 7/27, p. 5, A of N 

Gillette to continue hearings on using sur— 
plus grains for production of alcohol as mo—- 
tor fuel, 7/13, p. 13 

Gillette hopes to get support from Agriculture 
Sec, Brannan in use of grain-alcohol fuel 
oil, 7/13, p. 5, A of N 

Gillette's bill urges Alky plants be kept in 
stand-by shape, 8/10, p. 19 


"ALKY GAS" — See ALCOHGL 


|) ALLIED o=L co, 
Vandeveer, W.W.'s article on forced sale of 
Allied 0i1 Co, — See VANDEVEER, W.W. 





ADV — AME 


AMERICAN AUTOMOBILE ASSOCIATION 

Clarifies its stand on windshield cleaners — 
defends cleaners, 11/30, p. 23 

Officials fail to appear at Senate Banking 
Committee's investigation of gas price hike, 
7/6, Pe 15 

Reports complaints about methods used to 
clean windshields by station attendants, 
8/31, pe 36 

Serve-Yourself Gasoline Stations Assn, re- 
gards policy of AAA toward self-serves big— 
gest development of year, 11/16, p. 13, 
Pacific Coast Column, 

*Tells motorists to use car makers’ rules on 
oil change; qualifies self-serve approval 
at meeting, 11/9, p. 2 

Washington, D.C. division of AAA asks for show-— 
down on self-serve ban, 12/21, p. 17 





AMERICAN CHEMICAL ASSN, 
Petroleum Division meeting to feature adsorp-— 
tion symposium, 8/24, p. 63 





AMERICAN FEDERATION OF LABOR (AFL) — See LABOF 
RELATIONS 





AMERICAN GAS ASSN, 
Promotes old stove round-up to show off modern 
gas ranges, 7/27, p. 9, Atlantic Coast Col, 





AMERICAN INDPT, OIL CO, 

Converted LST to serve as headquarters for 
crew drilling first exploratory well in Ku- 
wait, 8/10, p, 5, A of N 

Shifts activities office to Kuwait and Mexico, 
11/23, p. 18 








AMERICAN INSTITUTE OF CHEMICAL ENGINEERS 
Hears predictions of new applications of 
radio-—isotopes by oil companies for use in 
pipe lines, 12/14, p. 16 





AMERICAN LIBERTY OIL CO, 
Wnne, Toddie L. & children get full control 
of American Liberty Oil Co.,, 9/14, p. 52 





AMERICAN MACHINE & FOUNDRY CO. 
*Manufactures new oil burning tobacco curer 
which saves 30% in fuel costs, pics, 8/10, 
Po 2, Sturtevant 





AMERICAN MINERAL SPIRITS CO, 
To expand mrketing of heating oil in East, 
11/2, p. 35 





AMERICAN PETROLEUM CREDIT ASSOCIATION 
Fletcher, Arch E., heads Assn., W.W. Rogers 
retiring pres., pic, 11/23, p. 12, 
frontispiece, 
*Jobber financial problems, farm accounts 
highlight annual credit meeting, 11/23, 
p. 50, Sturtevant 





AMERICAN PETROLEUM INSTITUTE 
For Convention coverage ~— See NPN Nov. 9, 
1949, Nov, 16, 1949, 
A source of information for the oil indus— 
try and public, 9/28, p. 13, Atlantic 
Coast Colum, 
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AMERICAN PETROLEUM INSTITUTE —- Cont'd 

*Barkley, Alben W., fears nation is ruming out 
of oil; papers on public relations, fair 
trade laws & product prices; annual meeting, 
11/9, p. 13 

*Barkley's unfair statement regarding tidelands 
fight should have been refuted by oil men, 
11/16, po. 19, Edit. 

Boyd, Pres, willing to serve after passing 65 
mark; committee appointed to study organic 
set-up of API, list, 8/10, p. 14 

Boyd, W.R., Jr. sees pretty smooth road ahead 
for oil; prepares to step into retirement, 
11/9, p. 15 

*Closer tie between OIIC and API outgrowth of 
Washington meeting, 8/3, p. 13, Dietrich 

Committee studying API deciding on whether to 
have paid president or honorary president, 
9/7, po 9, A of N 

*Conventiom highlights: Talk by Br. Learned, 
discussion on fuels of future; list of group 
sessions, 10/12, p. 2 

*De Groot, John W., gives history and growth of 
product pipe lines, at API annual meeting, 
text, charts, maps, i1/16, p. 45 

*Dressler, John says small business needs Fair 
Trade Laws, at API annual meting, 11/16, 

Pe 52 

Forum on fair trade laws planned for convention 
not to be held, 10/5, p. 5, A of N 

*learned, Edmund P., tells how competition be— 
tween integrated, non—integrated companies 
benefits public, at API annual meeting, 
text, 11/16, p. 38 

Markham, General Baird becomes acting pres. of 
API, 11/16, p. 14, frontispiece 

Men mentioned as possible successors to Boyd 
may lose out because of age, 10/5, p. 5, 

A of N 

New Chairman of Board proposed for API — suc- 
cessor to Boyd still not found, 10/26,p.20 

*Organization proposals; decision on new set= 
up expeoted in Jan.; new pres, due in March 
1950, pios, 11/16, p. 15, Wollstadt, Yocom 

*Promotion of sound accounting system is deserv— 
ing of API, Industry support, 12/7, p. 2, 
Edit, 

Proposal to publish figures on LP~gas dropped, 
11/23, p. 5, A of N 

Registrants sign up early for 29th annual 
meeting, pics, 11/9, Cover pummel 

*Report shows 1949 domestic oil demand exceeds 
U.S. production, charts, tables, 12/28,p.26 

Rescinds disapproving action on self-serve 
units, 11/16, p. 59 

*Summries of addresses given at general ses— 
sion, pics, 11/16, p,. 15, Wollstadt, Yocom 

*Vital decisions affecting oil's future free— 
dom face 29th convention of API, 11/2, 
po. ll, Platt, Wollstadt, Yocom 





























ANNIVERSARY OF OIL 
Plans 90th anniversary of oil to be observed 
Aug. 27, 8/3, pe 14 
*Simple but impressive ceremony marks 90th 
anniversary of oil, 8/31, p. 17, Wollstadt 
90th anniversary, pic, 9/7, p. 19 


BOARD OF DIRECTORS 
Sinclair, H.F, resigns as board member; 
Spencer, P.C. elected, 11/9, p. 15 


AME -(Cont'a) 


AMERICAN PETROLEUM INSTITUTE — Cont'd 





DEFENSE SERVICES COMMITTEE 

Defense Group meets with Army reserve heads, 
11/2, Po pe 

Oil Branch of Army's reservist affiliation 
plan 95% complete, 10/26, p. 13, Atlantic 
Coast Column 

*Unification program for affiliated reserve 
petroleum units under way at annual meet— 
ing, text, 11/16, p. 18, Dietrich 


DEPARTMENT OF INFORMATION 

*Merging of public relations set—up into API-— 
Dept. of Information awaits action, 11/9, 
pe 15, Yocom 

*0il public relations program OK'd, expanded; 
list of recommendations made at conven 
tion, 11/16, p. 22 

Publicity arm is strengthened; H.B. Miller 
makes plans for expansion of Dept. of In- 
formation, 12/21, p. 5, A of N 


FINANCIAL & ACCOUNTING DIVISION 

eEducation program for oil accountants out— 
lined by Verl Flliott of Atlantic Refg. 
at API annual meting, 11/23, p. 17 

*Gonzalez, Richard J. of Humble, says oil 
use will gain 3% annually until 1960; 
proposed accounting study at annual meet— 
ing, 11/23, p. 17 

*Peet, E.C. of Shell tells how company ac= 
counting program is adjusted quarterly, 
at API amnuel_mecting, 11/23, p. 18. 

Rankin, R.G. of Texas Co. new chairman for 
1950, 11/23, p. 17 








FIRE PREVENTION COMMITTEE 

*Finds no objection to self=serves if sta— 
tions can be made safe from fire peril, 
11/9, p. 17, Dietrich 

May adopt recommended practices for making 
information quickly available to news— 
papers whenever fires occur, 11/23, p. 5, 
A of N 


GOLD MEDAL AWARD 
Pew, J, Howard, to receive Gold Medal Award 
for achievement, 11/2, p. 10, frontis,. 


LUBRICATION DIVISION 
*Anglin, A.B. of British American Oil Co., 
Ltd., tells of company’s experience with 
5W motor oil, text, 11/9, p. 27 
Clark, Dayton P, of Gulf Corp., new lubri- 
cation Committee Chairman, 8/31, p.10, 
frontispiece 
*eClark, Dayton P., tells how oil industry 
can help itself by educating motorist on 
value of auto maintenance practices, 
text, 9/28, p. 2 
*Georgi, Carl W. of Quaker State Refg. Coo, 
gives advantages of 5W motor oil, 11/9, 
Pp. 31 
*Mougey, H.C. of General Motors Corp, 
gives views on 5W motor oil, text, 11/9, 
Po 32 
Murray, W.M. nominated chairman; list of 
officers, 11/9, p. 13 
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AMERICAN PETROLEUM INSTITUTE — Cont'd 





LUBRICATION DIVISION — Cont'd 
*Panel to study economies of re-refining motor 
oils; Dayton Clark raps indiscriminate re- 
claiming of oil, at annual meeting, 11/23, 
o 32 
olen: Ray, of Chek Chart, urges oil-auto 
comoperation; Koch of Quaker State cites 
growing market of lubes, at annual meeting, 
11/23, p. 52 








MARKETING DIVISION 

Barkley speaks before record crowd at annual 
meeting, pic, 11/16, Cover 

*Poe, E. Holley, tells how growth of natural 
gas use may affect oil refining, marketing, 
text, 11/9, p. 34 

Technical group set to begin study of engin- 
eering, safety problems, 12/7, pe 20 

Vice Pres. Barkley to address API group; all 
marketers invited, 10/26, p. 20 


OIL INDUSTRY INFORMATION COMMITTEE - See Main 
Head OIL INDUSTRY INFORMATION COMMITTEE 


OIL PROGRESS WEEK — See Main Head OIL PROGRESS 
WEEK 


REF INING DIVISION 
*Fuels of the Future discussed at annual meet= 
ing; partial text of Whitman, Holladay, 
Complete text C.C. Brown, 11/16, p. 23, 
Guthrie 








SAFETY DIVISION 

*Service stations had largest number of oil 
fires in 1948, but frequency rate was low, 
API report shows, 11/9, p. 39 


STATISTICAL DIVISION 
Considers reporting state gasoline consump— 
tion figures in weekly statistical bulle~ 

tin, 12/7, p. 56 


AMERICAN SOCIETY FOR TESTING MATERIALS 
*Recent adoption of ASTM specifications for fuel 
oil will force manufacturers of vaporizing 


equipment to re=—label products, 10/12, p. 38, 
Sturtevant 





AMERICAN TRUCKING ASSOCIATION 
Brief of exceptions to new truck leasing rules 
to stress no proof exists that present prac-— 
tices responsible for safety violations, 
9/21, po. 7, A of N 
To oppose changes in for-hire carrier rules, 


at meting, 9/21, p. 20 


NDERSON=PRICHARD OIL CO, 
Mid-year financial report, 8/3, p. 18 








ANGLIN, A. B. 
*BritisheAmerican Oil Co., Ltd. tells of exper— 
ience with 5W motor oil, text, 11/9, p. 27 





ANNIVERSARY OF OIL — See AMERICAN PETROLEUM IN— 
STITUTE — Anniversary of Oil 


aid 


AME — ANT 


ANT IF REEZE 

National Congress of Petroleum Retailers is-= 
sues warning on antifreeze, 9/21, p. 24 

*Prairie States Oil & Grease Co.'s terminal 
stores, packages lubricants and antifreeze, 
pics, 12/28, p. 4 

*Streett & Co.'s new terminal will handle an— 
tifreeze compounding, packaging, 10/26, 
Pe 34, Castle 

Talk that “normal” winter may bring tight 
supply situation, 7/20, p. 5, A of N 


ANT IKNOCK INJECTION — See FUEL INJECTION 





ANTITRUST — For court cases other than anti- 
trust — see LITIGATION 
Commerce Sec, Sawyer's plan for clarification 
of anti-monopoly laws needed but it’s big 
job; comments by Lowell Mason, 12/14, p. 7, 
Washington Colum 
Dept. of Justice's next exclusive dealing 
suit may aim at E. Coast oil company, 9/7, 
pe 15 
Harley-Davidson Motor Co, of Milwaukee 
charged with exclusive dealing, 9/28,p.24 
Justice Dept.'s Atty. Gen, Bergson says bus— 
iness "bigness" is not antitrust crime, 
12/14, p. 15 
Justice Dept. leans toward idea of bringing 
suit against one pipe line company instead 
of group, 11/30, p. 5, A of N 
Justice Dept. stresses educating businessmen 
to what they can do legally under anti- 
trust laws, 12/7, p. 15 
McGrath, Atty. Gen., follows “Three-—D" trust— 
busting theme of Clark, 9/21, p. 9, Wash- 
ington Column 
McGrath, Howard, may start wave of antitrust 
suits as Atty. Gen., 8/24, p. 5, A of N 
Move to return to original intent of Sherman 
Act looms; also repeal of Miller—Tydings, 
clarification of Robinson—Patman, 7/20,p.7, 
Yashington Column 
Myers, Francis, Senator, plans to make stuly 
of "business antitrust laws”, 11/9, p. 5, 
A of N 
Oil marketers in Boston area will be ques= 
tioned by FBI seeking information about 
Sherman Antitrust Act violations, 12/2, 
p. 5, A of N 
*Response of duPont pres. to DJ suit sets an 
example worth following, 7/20, pe. 23, Hiit. 
*Sawyer, Sec. Commerce seeks voluntary compli- 
ance with antitrust laws; Dept. Justice 
says this won't affect enforcement of anti- 
trust laws, 12/21, p. 15 
6 named defts, in LP=gas antitrust suit filed 
in Texas, 9/28, p. 42 
Suit seeks divorcement of duPont, General 
Motors from Tetraethyl lead business, 7/6, 
Pe 2 
eWimmer, Ed, of Nat. Fed. of Indpt. Business 
recommends enforcement of antitrust laws, 
10/5, p. 13 


A & P CASE 
A & P case points again to need for oil in- 
dustry to stress indpt. competition at 
local level, 11/30, p. 19, Edit, 
*Big oil cos, can benefit by watching close= 
ly as A & P defends itself against new 
deal attack, 9/28, p. 23, Edit, 
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ANTITRUST — Cont'd 


A & P CASE — Cont'd 
National Fed. of Indpt. Business, Inc, opens 
‘coupon’ campaign to back A & P antitrust 
suit, 11/9, p. 18 


COTTON VALLEY SUIT 
Issues in Cotton Valley suit discussed in 
book, 7/13, p. 37 


DETROIT CASE 

Clark, Dr. John, shocked at court's decision 
in Detroit case, 7/20, p. 17 

*Compromise version of O'Mahoney pricing bill 
might upset Std.-—Detroit case ruling, 
10/19, p. 18 

Dept. of Justice makes no decision as yet 
on representing FTC in Detroit case, 10/12, 
p. 9, A of N 

Dept. of Justice may still be cool toward De— 
troit case, 9/14, p. 7, Washington Colum 

Dept. of Justice to support plea for a review 
of the Indiana-Detroit case, 10/26, p. 22 

*Federal Trade Commission will not get Dept. 
of Justice or state oil jobber assns, in 
Detroit case hearing, 12/28, p. 11 

*Fuller, Hubert B, gives clear account of Std, 
Indiana-FTC Detroit decision—its implica= 
tions and effects; text, 7/6, p. 35 thru 
38, Fuller 

Issues discussed at Nat, Petroleum Assn, 
meeting, 9/21, p. 18 

Long, Senator Russell, may take lead in fight 
against any legislative effort upset Cir- 
cuit court decision, 12/28, p. 5, A of N 

Northwest Petroleum Assn. withdraws support 
of NOJC resolution to reverse Detroit de= 
cision, 7/20, p. 18 

*Review of FTC—Indiana case by Supreme Court 
foreseen, 11/2, p. 15 

Supreme Court agrees to hear Std. Ind, ap- 
peal from ruling of Circuit Court, 11/9, 
pe 19 


FAGLE-STD. CALIF. CASE 

Court action halts gasoline supply to Eagle 
by Calif. Std., 8/17, p. 56 

“Eagle Oil & Refg. Co, appeals to DJ for pro- 
tection ssainst monopoly in contract 
fight with Std. Calif., 7/6, p. 19 

*Eagle-Std, Calif, conspiracy case hinges on 
"concert of action’, 8/3, p, 15 

Eagle-Std, return engagements assured, 8/3, 
p. ll, Pacific Coast Column 


MAD ISON CASE 
Madison antitrust case jurors hold yearly 


meet to reminisce, 12/21, p. 9, Midwest 
Colum 


RICHF IELD 


Exclusive dealing trial involving Richfield 
postponed until Dec. 5, 9/21, p. 24 


APEX OIL CO, 
Opens St. Louis river terminal, 7/27, p. 17 





ARKANSAS 
Oil Dealers’ Assn. of Arkansas hit gasoline 
tax rise, proposed road study, 11/30, p.2 


ANT — ATL 


ARKANSAS INDEPENDENT OIL MARKETERS ASSN. 
Green, R.H. re-elected, list of officers, 





11/9, pe 41 
*Warned against efforts to nationalize indus— { 
try, at meeting, 11/9, pe 41 


ARMED SERVICES PETROLEUM PURCHASING AGENCY — See 
MILITARY — Armed Services Petroleum Purchas— 
ing Agency 





ARROW PETROLEUM CO, 
Offers fuel oil customers nine-month budget 
plan, reproduction of ad, 8/10, p. 24 








ASHLAND OIL & REFINING CO, 

‘Buys Freedom Valvoline Oil Co,, 12/28, p. 14 

For Allied 011 Co, merger with Ashland — See 
VANDEVEFR, W.W. 

eA trip on the oil barge “Paul Blazer", pics, 
12/7, po 34, Guthrie 

Mideyear financial report, 8/3, p. 18 

*Operations of Aetna O11 Co, will expand under 
proposed merger with Ashland; brief history 
of the two companies, 11/23, p. 15 





ATIANTIC COAST COLUMN 
- American Gas Assn. promotes old stove round— 
up to show off modern gas ranges, 7/27,p.9 
American Petroleum Institute, a source of in- 
formation for the oil industry and public, 
9/28, p. 13 
Crown Petroleum Corp, stresses Indpts, in 
new promotion pieces: Esso Std. ribs itself 
on many name changes, 8/24, p. 7 





Dealer response to Esso quest for sales ideas ( 


gratifying, 12/28, p. 7 

Driving etiquette book by Emily Post used as 
promotion piece by Esso Std., 8/17, p. 11 

Eastern Seaboard oil marketers face growing 
gas competition, state round-up of natural 
gas use, 11/16, p. 9 

Foreign vs, domestic crude balance believed 
in offing, 7/27, pe 7 

Institutional ads do good job for oil compan- 
ies, industry (Socony—Vacuum ads), 7/13, 
Pe 9 

lag on summer fill seen as trouble source for 
winter, 7/6, p. ll 

Local factors will determine impact of gas 
on oil markets (comments on E, Holley Poe's 
API paper), 11/23, p. 7 

Oil branch of Army's reservist affiliation 
plan 95% complete, 10/26, p. 13 

Oil companies among leaders in training fue 
ture managers; Std, (N.J.) bibliography of 
books on training, 12/21, p. ll 

Oil Industry Information Committee service 
station training plan grows in Brooklyn, 
12/7, po 9 

Oil men active in formulating International 
Code of Fair Treatment for Foreign Invest— 
ments, 11/2, po 7 

Pennsylvania jobbers say their margins are 
too thin; Socony-Vacuum has new asst. to 
Chairman of Board, 8/24, p. 7 





Possibilities of life insurance as business ( 


stabilizer viewed, 10/12, p. 13 
Premium gasoline being pushed in New England; 
attendants show lack of training, 8/10,p.9 
Seatrain deal enables jobber to buy No, 2 
fuel at the Gulf, 12/14, p. 7 : 
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ATLANTIC COAST COLUMN — Cont'd 
Self—serves have a foothold in Northeast but 
aren't gaining, 7/20, pe 7 
Socony—Vacuum spending $60 million to im- 
prove, expand facilities, 9/21, p. 9 
Some signs indicate burning oil may be moving 
faster at last, 8/17, p. 9 
Spencer, P,C., pres, Sinclair gives import 
probers his definition of available crude, 
11/30, p. 7 
Summer fill plan draws few takers in southern 
New England, 8/10, p. 9 
Suppliers promote dealer aids to improve sell-— 
ing technique, 11/9, p. 9 
Suppliers seek ways to help jobber improve his 
business, at Esso Std. conference; comments 
by Harry Hilts, 10/5, p. 7 
Tankers aplenty for heating oil shipments in 
sight now, 8/3, p. 9 
Teamwork between suppliers, distributor should 
be hastened Penna, Petroleum Assn, told, 
10/19, p. 13 





J, 





ATLANTIC COAST REFINING CO, 
Trial is set for alleged sale of reclaimed oil, 
12/21, p. 16 





ATLANTIC & PACIFIC TEA COMPANY 
A & P case points again to need for oil indus— 
try to stress Indpt. competition at local 





level, 11/30, p. 19, Edit, 

*Big oil companies can benefit by watching close= 
ly as A & P defends itself against new deal at— 
tack, 9/28, p. 23, Bait, 

National Federation of Indpt. Business, Inc, 
opens coupon campaign to back A & P anti- 
trust suit, 11/9, p. 18 


ATLANTIC REFINING CO, 

*Elliott, Verl, outlines education program for 
oil accountants, at API annual meeting, 
11/23, p. 17 

Financial report, first half, July 27, p. 15; 
Aug. 10, po. 20; Aug. 17, p. 14 

*Heideman, S.J. discusses responsibility of TBA 
supplier in best serving the average dealer, 
pic of Heideman, 9/7, p. 35 

9 month earnings dip below 1948, 12/7, p. 18 

Third quarter financial report, 11/2, p. 51 








AUSTRALIA — See FOREIGN OIL — Australia 


AUTOMATIC TRANSMISSIONS 

Automotive industry recommends, privately, 
packaging of automatic transmission fluid 
in 4 qt. & 1 pt. containers, 11/23, p. 5, 
Aof N 

Estimated market for automatic transmissions 
from 1946 thru 1960 prepared by The Texas 
Co., chart, 9/28, Cover 

Ford & Mercury to have automtic transmissions 
by June or July of 1950, 10/19, p. 9, A of N 

Gulf Oil Corp, introduces new type automtic 
transmission fluid and starts dealer train- 
ing, 11/16, p. 56 

If oil companies push training of dealers in 
servicing ATs, they can keep ahead of auto 

_ dealers, 9/21, po. 7, A of N 

-ndpt, Oil Compounders Assn, members to market 
fluid approved by General Motors, 8/17,p.14 








ates 
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AUTOMATIC TRANSMISSIONS = Cont'd 





1950 model of low-priced car featurés autom- 
tic transmission as optional equipment, 
12/14, p. 5, A of N 

Quaker State Refining Co, announces sale of 
automatic transmission fluid for Gen, 
Motors cars, 8/10, p. ll, Pacific Coast 
Colum 

Richfield Oil Corp, distributes automatic 
transmission fluid Type A, 12/7, p. 18 

Socony—Vacuum dealers train in servicing 
AT's, pic, 7/20, p. 24 

Sun 011 Co. to sell AT called “Sunoco Trans— 
matic", 9/7, p. 59 

Texas Co, sees big automtic drive refill 
future, 8/10, p. 14 

*Trend to automatic transmissions growing, So— 
ciety of Automotive Engineers told at 


meeting, 11/9, p. 21 


AUTOMOB ILES 

*American Automobile Assn. tells motorists to 
use car makers rules on oil change, 11/9, 
Po 2 

Buick compression ratio goes to 7.2 in 1950 
models, 12/21, p. 18 

*Clark, Dayton P, of Gulf tells how oil in 
dustry can help itself by educating motor 
ist on the value of auto mintenance prac- 
tices, text, 9/2, p. 29 

Cold weather operation of outdoor movies my 
promote use of new heater for cars, 10/19, 
p. 9, A of N 

*Fraser, Alexander of Shell Union, terms ris- 
ing cost of automotive transportation ser— 
ious problem for oil, text, 9/28, p. 25 

latest 1949 models of Chevrolet have come 
out with hood latch on outside of car 
which may promote more lube sales, 12/14, 
pe 5, A of N 

May adopt whistling signal device which will 
give automatic warning when gasoline 
reaches top of tank, 8/24, p. 5, A of N 

More road dollars asked to reduce auto 
costs, 8/10, p. 43 

1950 model of low—priced car features auto— 
matic transmission as optional equipment; 
gasoline tank pipe alarm to warn of over— 
flow in fueling; gadget to prevent gaso— 
line spillage while fueling, 12/14, p. 5, 
A of N 

Power steering apparatus may be next car im- 
provement, 9/28, p. 9, A of N 

*Search for fuel for future cars portends 
keener refinery marketing competition, 
tables, 11/30, p. ll, Ridder 

Sovereign Plan Inc. offers new mileage guar— 
antee plan to automobile dealers in Mid— 
west, 8/24, p. 9, Midwest Column 





AUTOMATIC TRANSMISSIONS — See Main Head AUTO— 
MATIC TRANSMISSIONS 


ENGINES 
Compression ratios of new cars will be 
higher than 1949 models, 10/19, p. 9, 
Aof N 
Compression ratios of 1949 model cars, 
table, 11/30, p. 13, Ridder 
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AUTOMOBILES — Cont'd 





ENGINES — Cont'd 

Compression ratio “race® may level off for { : ) 
next year or two, 10/26, p. 9, Aof N 

Greatly increased fuel economy may result 
from new approach to engine's utilization 
of fuel, 11/2, p. 5, A of N 

Hudson Motor Car says it's ready for higher 
compression, 7/27, p. 18 

If engine compression ratios rise, cars may 
require 12 volt batteries for starting, 
9/28, pp 9, A of N 

Increased use of hydraulic valve lifters on 
new makes of cars introduces problem since 
they can be damaged by engine flushing, 
12/28, p. 5, A of N 

Nash's 1950 model has compression ratio of 
7.3:1, 9/21, p.» 7, A of N 

One of manufacturers boosting compression 
ratio of next year's models hopes to keep 
it at same level (8,1), 10/19, p. 9, A of N 

Printers’ Ink reports competing claims for 

. high compression engines will be basis of 

advertising war, 7/20, p. 5, A of N 

*Republic Oil Co.'s new PD gasoline with com 
bustion catalyst cuts car octane needs, 
8/3, pe 17, Boyd 

Some oil executives feel auto industry 
should solve problem of fueling higher com 
pression engines, 9/7, p. 9, A of N 

Willys—Overland experiments with ratios up } 
to 8 to 1; new model to have 7.5: tol, 
12/28, pe 5, A of N 


AVIATION ( ) 
Std. Calif. service station for light airplanes 
features swinging boom for easy, safe ser=— 
vicing, pic, 12/28, p. 20 


AVIATION GASOLINE 
Std. Calif, markets special new avgas for pri- 
vate planes, 7/13, p. ll, Pacific Coast 
Column 
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BAITY, RF. (FLAKE 
t ° ce pres, in charge of sales, 


9/28, p. 16, frontispiece 
RANNEROT, FREDERICK G., SR. 
United Oil Co, pres, dies, 
W.H., COMPANY 


BARBER 
Scott, VoL, comments on 5W motor oil, 11/23, 


p. 20 


ic, 12/7, p. 21 


BARGE, BARGE TRANSPORTATION 
“I trip on an oil barge — Ashland Oil & Refg, 
Co.'s “Paul Blazer*, pics, 12/7, p. 34, 
Guthrie 
Bunker "C® fuel shipment may be curtailed by 
rising shipping rates, 9/28, p. 9, A of N 
Coast Guard ice—breaking operations author— 
ized on Tllinois waterway, pic of North- 
western Refining Co., 12/21, p. 42, Warren 
Fuel Oils, Inc. opens fuel oil barge terminal 
near Richmond, Va., 11/2, p. 35 
Ice to terminate barging by Dec. 1, 11/30, 
po. 5, A of N 
eImprovement of waterways boosts tonnage moved 
on Mississippi River, pics, map, 7/27,p.36, 
Warren 
Inland Waterways Corp.'s oil hauling shows 
drop, 11/30, p. 18 
sInterior Dept. study shows gain in water car— 
rier transportation of oil from 1938 to 
1948, chart, 11/30, p. 32 
large oil company cuts amount of barging in 
half as additional pipe line capacity be- 
comes available, 8/31, p. 5, A of N 
Marketers see Calif. as potential source of 
fuel oil supply for Midwest markets by use 
of inland waterways, 10/19, p. 9, A of N 
Oil moves to markets on canals in Holland, 
pics, 10/26, Po 35 
*Oil’s river traffic tempo increases as compan- 
ies fill tanks for winter, pics, 9/28,p.37 
*Over-all tonnage on Mississippi high but fuel 
oil shipments down, pics, 8/31, p. 35, 
Warren 
Twin locks for Illinois River asked; tests de— 
termine possibility of making 12 ft. channel 
depth for Mississippi, 8/31, p. 36, Warren 
*Use of ice=breaking wnits is urged to keep 
Tllinois Waterway open, 11/30, p. 33, Warren 





BARKLEY, ALBEN, Vice President 
*Editorial on Barkley’s American Petroleum In- 
stitute talk, 11/16, p. 19, Editorial 
*Speaks at American Petroleum Institute meet— 
ing, pic, 11/16, p. 18 and Cover 
*Tells API convention, fears nation is running 
out of oil, 11/9, p. 13 





BARNSDALL OIL COMPANY 
Merger with Ogden Corp, is put to stockholders 
vote, 9/21, p. 66 
Proposed merger with Ogden Corp, called off, 
11/30, po. 9, Pacific Coast Colum 





BASING POINT PRICE SYSTEM 





Discussed at Nat, Petroleum Assn, meeting, 
9/21, p. 18 

Little hope seen to get congressional action 
on O'Mahoney bill this year and possibly not 
before 1950, 9/14, p. 5, A of N 
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BASING POINT PRICE SYSTEM — Cont'd 

O'Mahoney pricing bill awaits actions Clark, 
John D., shocked by decision of Circuit 
Court, 7/20, p. 17 

O'Mahoney pricing bill is ordered to confer 
ence with House, 8/17, p. 18 

*Opposition forms to House version of O'Mahoney 
pricing bill, 7/13, p. 13 

Possibility arises of using Ind. Std.’s re= 
finery locations as basing points in new 
system of competitive prices, 10/5, p. 5, 
A of N 

Possibility of Congressional action on pric- 
ing bill this year fades, 8/31, p. 15 

*Senate delays final action on O'Mahoney pric— 
ing bill, 10/19, p. 18 





BATTENFELD GREASE & OIL CORP, 
Krestan's (J.H.) dog shows discrimination in 
picking out NPN, pic, 12/21, Cover 





BEAN, FA. 

*eAttack on lack of service at stations draws 
approval and criticism from NPN readers, 
9/28, p. 39 ‘ 

*Mr, Bean approves: O'Connors’ Service Station 
has topnotch service, cleanliness, pics, 
11/23, po 34 & Cover 

Comments on Bean’s service station story con— 
tinue, 10/5, p. 26 

*Station service, salesmanship, manners poor, 
oil man says after 5,000 mile trip, 8/10, 
po 36 thru 42 





BELGIUM — See FOREIGN OIL — Belgium 


BELLMAN, VERNON A, 
General Petroleum Corp., vice pres, and direo- 
tor of marketing, 9/21, p. 14, frontis, 





BEN HUR OIL COMPANY 
*Contract with Shell ended, 7/6, p. 19 
Heavy fuels surplus seen cause of ‘'gas’ con- 
tract cancellations, 7/13, p. 11, Pacific 
Coast Column 
To expand plant facilities, 10/19, p. 15, 
Pacific Coast Colum 





BENNETT, E.K. 
Pres, Texas Oil Jobbers Assn., 8/17,p.12, 
frontispiece 





BERLIN AIR LIFT = See PIATT IN GERMANY 





BERO, JOHN 
Bero Oil Co.'s records mutiliated by van— 


dals, 12/7, p. 15 

*Builds fuel oil volume by personal solicita— 
tion, checking consumer demand, pics, 
= Pe 21, Castle, Planning for Profit 
18 

Gives views on Nat. Oil Jobbers Council's 
problems, 8/10, p. 7, Midwest Colum 

eNational 0il Jobbers Council president, 11/9, 
Po 16, Castle 

*Tells how jobber must keep in step with the 
times, 11/9, p. 23 

Urges unity between supplier, marketer at 
Tennessee Oil Men's Assn, meeting, 12/14, 
p. 18, Boyd 
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BERO, JOHN — Cont'd 
Well qualified to continue competitive spirit 
in Jobber Council actions, 11/9, p. 23, Edit. 


BETTER BUSINESS BUREAU 
Plans closer cooperation with Penna. Grade 
Crude Oil Assn., 12/21, p. 16 





BLOCKTON OIL CO, 
onors 11 oil credit cards, 12/28, p. 8, Mid- 
west Colum 


BOCK, E.F. 
Towa Indpt. Oil Jobbers Assn, pres., 7/6, p.14, 
frontispiece 


BOOKS & BOOK REVIEWS = See PUBLICATIONS = Book 
Reviews 





BRAND NAMES 
84% of students prefer brand names, survey 
shows, 8/31, po 52 





BRAZIL — See FOREIGN OIL — Brazil 
- BRITAIN — See FOREIGN OIL — England 


BRITISH-AMERICAN OIL COMPANY 

*Anglin, A.B, tells of company’s experience with 
5W motor oil, text, 11/9, p. 27 

Finishes Montreal refinery expansion, 12/14, 
Po 24 

lays off 270 men at Clarkson refinery, 7/27, 
5 16 
vo = 





BROWN, COURTNEY C, 

*Claims supply of oil products for peak seasons 
provided most economically from storage, at 
Fuels of Future Forum API annual meting, 
text, charts, 11/16, p. 26 








BROWN, RUSSELL B, = (See aleo INDEPENDENT PETROL— 
—FUM ASSN. OF AMERICA) 


Replies to NPN editorial of Oct. 19, 1949 on 
Imports, 11/2, p. 19, Editorial 


BUILDING — See name of company 


BULK PLANTS & TERMINALS 





BULK PLANT 
*Hoosier Coal & Vil Co, trebles loading rack 
speed, bulk plant storage capacity, pics, 
8/3, Po 30, Boyd 
*Sunset O11 Co, builds new bulk plant and 
station, pics, 8/10, p. 26, Ridder, 
(Planning for Profit 14) 


PRODUCT LOSS PREVENTION 

*Study by Esso Std. reveals big savings pos— 
sible, charts, tables, pics, 7/13, p. 22 
thru 31 #1 in a series of 2 


ERRATA = The charts under the captions 
“Figure 1 Breathing Losses—fFixed Roof 
Tanks” and Figure 3—Evaporation Losses 
from Floating Roof Tanks® are transposed, 





The second colum of the table which is in=- 
set in the breathing losses chart should 
read “feet” instead of “area sq. ft." 
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BULK PIANTS & TERMINALS — Cont'd 











PRODUCT LOSS PREVENTION — Cont'd 
*Eva poration losses — how to reduce them, 
illustrations, 7/27, p. 23 thru 30, #2 
in a series of 2 Esso Std, stories, 





PUMPS & METERS 

*Centrifugal pumps: Merits discussed by 
manufacturers, tables, 12/7, p. 28, #1 
in a series of 2 

*Rotary Pumps: Merits moe by manu 
facturers, diagrams, 12/14, p. 26, #2 
in a series of 2 

TERMINAL 

Apex Oil Co, opens St. Louis River termin- 
al, 7/27, pe 17 

Cirillo Bros, Oil Co, plans 7,500,000 gal, 
terminal, 11/9, p, 18 

Fuel oil barge terminal opens near Rich— 
mond ty Fuel Oils, Inc., 11/2, p. 35 

Ohio Oil Co, builds 119,000 bbl, terminal, 
11/2, p. 12 

*Petroleum Heat & Power Co, doubles capac= 
ity, loading time cut 50% at filling 
station type rack at barge terminal, 

ics, 7/13, p. 32 and Cover 

*Port Petroleum Co, expands terminal stor 
age, pics, 8/10, p. 30, Sturtevant, 
(Planning for Profit) 

*Prairie States Oil & Grease Co, stores, 
packages lubricants, and antifreeze, pics, 


12/28, pe 34 
*Quincy Oil Co.'s remote control system for ) 
loading rack pumps and meters saves job- 


ber's dollars, pics, 8/3, p. 21 & Cover, 
Sturtevant (Planning for Profit) 

Reported several oil companies looking for 
river sites along Upper Mississippi for 
terminals, 12/7, p. 5, A of N 

Shell Oil Co. completes new waterfront 
terminal at Tacoma, Wash,, 12/7, p. 11, 
Pacific Coast Colum 

Socony-Vacuum completes new wharf at ter— 
minal on Hudson, 9/14, p. 52 

*Streett & Co.'s new terminal will handle 
antifreeze compounding, packaging, 
10/26, po 34, Castle 

*Union 0il Co.'s pipe iine under city 
streets brings gasoline from refinery to 
Rosecrans Motor Transport Terminal, 
pics, 7/27, 32 & Cover 


BUNCUITER, ROBERT E. 





Virginia Petroleum Jobbers Assn, pres,, 
7/13, po. 12, frontispiece 





BUREAU OF CENSUS 
Housing Survey gives data on scope of LP 
gas market, 10/26, p. 40 





BUREAU OF LABOR STATISTICS — See DEPARTMENT 
OF LABOR — Bureau of labor Statistics 








BUREAU OF MINES ( 
Boyd, James, doubts desirability of increas— 
ing automotive horsepower which in turn 
increases gasoline consumption, 11/23,p.16 
*Foresees gasoline from coal marketed at only 
3-4¢ per gal, above present prices, 9/14, 
Pe 2 
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BUREAU OF MINES — Cont'd 
Gasoline octane ratings show gain for third 





straight year, report shows, 7/27, p. 17 

LP-gas sales up 23.8%, 8/10, p. 19 

New monthly world oil survey sets oil products 
output at 224 million bbls., 9/28, p. 18 

Prints LP=gas safety ciroular, 10/26, p. 40 

*eRefiners must boost runs to meet winter de- 
mand, says 1949 supply-—demand forecast, 
table, 8/17, p. 15 

*Sees ample oil for winter; refiners step up 
crude runs to stills; table of revised B of 
M demand forecast, 11/9, p. 41 

Survey cites areas for synthetic fuel plants, 
9/28, p. 18 

To publish statistics on world consumption of 
bunker fuels, 12/7, p. 5, A of N 


BUREAU OF STANDARDS 
~ Lists new hydrocarbon samples, 8/31, p. 52 





BURKS, DR. H.G., JR. 
~ Elected executive vice pres, of Esso Std, Oil 
Co., pic, 10/26, p. 20 
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CALIBRATION — See WEIGHTS & MEASURES CALIFORNIA — Cont'd 





PRICE SIGN BAN — Cant'd 
Serve Yourself Gasoline Stations Assn., Inc, /§ 
report members will go to jail rather ( f | 

than change gasoline price signs, 12/7, i 


CALIFORNIA 
Adopts bill making person responsible for ac- 
cident, also pay for cleanup costs & fuel 
spillage, 8/24, p. 11, Pacific Coast Colum 






California claimed self-sufficient in petrol- 
eum, import suspension asked, 7/13, p. ll, 
Pacific Coast Colum 

Crude oil production drops below 900,000 b/d 
first week of August, 8/17, p. 11, Pacific 
Coast Colum 

Heavy fuel shipments east may help Cal, fuel 
oil surplus squeeze, 10/12, p. 15, Pacific 
Coast Colum 

Light oils join residual fuel in West's over— 
supply dilemm, 10/5, p. 11, Pacific Coast 
Colum 

Marketers see Calif. as potential source of 
fuel oil supply for Midwest markets by use 
of inland waterways, 10/19, p. 9, A of N 

New effort seen to hike California gasoline 
tax another 1.5¢, 12/7, p. 56 

Oil extraction is believed cause of sinking of 
Terminal Island; companies asked to cut 
crude production, 11/30, p. 9, Pacific 
Coast Colum 

Oil men greet cold snap as fuel oil demand 
booster, 12/21, p. 13, Pacific Coast Colum 

*Oil refinery yields must conform with demand 
to avoid surpluses, report shows, 7/13,p.17 

Oil shipments East ease stock situation but 
offer no cure, 11/23, p. 11, Pacific Coast 
Colum 

Ordinance changes by 3 cities in Calif. affect- 
ing oil industry, 8/10, p. 11, Pacific 
Coast Colum 

State Board of Equalization reports gasoline 
& diesel tax yields for May, 8/3, po. ll, 
Pacific Coast Colum 

State fish and game commission cancels permits 
of oil companies to use dynamite in under- 
water exploration, 7/20, p. ll, Pacific 
Coast Colum 

State Lands Commission has permission from 
Dept. of Interior to advertise for bids on 
tideland oil development, 12/28, po 9, 
Pacific Coast Coiumn 

State revenue from tidelands oil to be impoun— 
ded in special fund until October 1950, 
8/3, po 11, Pacific Coast Colum 

Wholesale distribution of gasoline in Calif, 
hits new high in Sept., 11/30,p, 9, Pacific 
Coast Coium 


PRICE SIGN BAN 
Ban on price-—cut signs seen headache for many 
dealers, 7/20, p. ll, Pacific Coast Colum 
Ban on price=-cut signs still in court's 
hands, cartoon, 10/26, p, 15, Pacific Coast 
Column 
Gets ready to enforce service station price 
sign law, 11/30, p. 9, Pacific Coast Col- 
um 
law banning gasoline cut-—rate price signs to 
be fought by self-serve operators, 9/21, 
Pp. 13, Pacific Coast Colum 
Possible effects of cut-rate gasoline sign 
ban given, 9/28, p. 15, Pacific Coast Col- 
umn 


pe ll, Pacific Coast Colum 
Service station self-serve operators pre— 
pared to fight gasoline cut price sign 
ban, 10/5, p. 11, Pacific Coast Colum 
State anti-cut rate gasoline sign bill 
goes into effect Sept. 24, 9/14, p. ll, 
Pacific Coast Colum 


SELF—SERVES 

City Council of San Leandro authorizes 
self-serve to operate, 7/6, p. 13, Pacific 
Coast Colum 

*Gasoline contracts to 2 suppliers of self— 
serves in Calif. ended, (Eagle—Socal; 
Shell-Ben Hur), 7/6, p. 19 

San Diego's fire chief terms self-serves 
safe, 7/13, p. 15 


CALIFORNIA OIL COMPANY 

Endter, E.W., pres., 10/19, p. 16, frontis— 

May soon market gasoline in Southeast, 
10/26, p. 9, A of N 

Outlines Carolina marketing plans, 11/9,p.20 

“Vitter, A.L. predicts 2=-fold gain in off- 
shore crude oil output within few years, 
at IOCC meeting, 12/28, p. 33 

*Winner in Rein Motor fight to retain low 
price schedule on gasoline, 7/27, p. 15 





CALIFORNIA REFINING COMPANY 
New construction program to include 25,000 
b/d catalytic cracking unit, 9/14, p. 67 





CALTEX OIL PRODUCTS COMPANY 
Acquires interest in refinery project at 
Cartagena, Spain, pic, 7/20, p. 16, 
B jorkback 





CAMPBELL, J.G. 

Deep Rock Oil Corp, mgr. tells how imports 
affect residual market; current refinery— 
retail gasoline price spread cited, 
charts, 12/7, p. 17 





CAMPBELL, SAM H, 

Heads Tennessee Oil Men's Assn. pres. 
Campbell 011 Co., 7/27, p. 12, frontis— 
piece (correction: Campbell is not 
graduate of Yale — see letter filed 
8/1/49) 





ace 


CANADA — See FOREIGN OIL — Canada 


CARLSON, W.D. 

*Stand. (Ind,) automotive superintendent 
tells how mobile calibrator unit decrea— 
ses stock losses due to inaccuracies, 
12/28, p. 36 





CARROLL, REP. 
*Amendments to O'Mahoney pricing bill 
tighten anti-price discrimination clauses, 
7/13, p. 13 
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CARSON, JOHN — See FEDERAL TRADE COMMISSION 








CARTER, CARL 
—<Sinciair consignee describes his TBA opera— 
tions, text, pic of Carter, 12/14, p. 39 


CARTER OIL CO, 

Formal opening of new refinery at Billings, 
Mont, set for Aug. 26, 8/17, p. 11, Pacific 
Coast Colum 

Sets date for formal opening of refinery, 
8/17, p. 11, Pacific Coast Colum 


CARTOON 
July 27, pe 173 Aug. 3, pe 153 Aug. 10, p. 163 
Aug. 17, p. 163 Aug. 24, p. 233 Aug. 31, 
pe 14; Sept. 7, pe 173 Sept. 14, p. 153 
Sept. 21, p. 173 Nov. 9, p. 173 Nov. 30, 
pe 163 Dec, 14, p. 20 


CATTERTON, DAVE E. 
Virginia Oil Jobbers Assn, secretary, pic, 


8/10, po 16 
CENSUS, BUREAU OF — See Main Head BUREAU OF CENSUS 





CENTRIFUGAL PUMPS — See BULK PLANTS & TERMINALS — 
Pumps & Meters 


CHALMETTE PETROLEUM CO. 
Refinery resumes operations, 7/20, p. 20 





CHAMPLIN REFINING CO, 
Asks U.S. District Court to extend ICC's com 
mon carrier ruling, 9/28, p. 20 





CHAPMAN, OSCAR — See DEPARTMENT OF INTERIOR 





CHEK=—CHART CORP, 

Sponsors meeting of automotive & oil industries 
to be held Oct. 20, 10/5, p. 9, Midwest Col-— 
umm 

To honor auto industry at Oct. 20 meeting of 
oil and auto industry, 10/5, p. 36 





CHICAGO AFL GASOLINE TRUCE DRIVERS STRIKE — See 
IABOR REIATIONS 


CHICAGO OIL BURNER ASSN. 
Moran, F.J, of Sundberg Co, elected pres., 
12/7, p. 15 








CHICAGO PORT AUTHORITY 
Dies in legislative log—jams; Chicago District 
Waterways Assn. forms, 7/13, p. 9, Midwest 
Colum 





CIRCLE OIL COMPANY 

*Find contractors bidding again for station 
building projects, pics, 7/13, p. 34, Stu 
tevant 





CIRILLO BROS. CO, 
Plans 7,500,000 gal, terminal, 11/9, p. 18 


CIT-~CON REF INERY 
*Refinery dedicated as plant with 10 million 
owners, List of officers, board of direo— 
tors, 12/14, p. 17, Wollstadt 
‘Thousands attend lube oil refinery dedica- 
tion, pics, 12/21, p. 45 


CITIES SERVICE OIL Co, 


CAR — CON 





eCit-—Con Lube oil refinery dedicated as plant 
with 10 million owmers, list of officers, 
board of directors, 12/14, p- 17, Woll— 
stadt 

Haenggi, Arthur N., new chairman 0il Industry 
TBA group, 12/21, p. 14, frontispiece 

New $4 million compounding plant at Cicero, 
Ill, is scheduled for operation middle of 
1950, 12/21, p. 11, Midwest Colum 

9 month earnings dip below 1948, 12/7,p.18 

OWIU-Cities Service negotiations expected to 
include pensions, 12/14, p. 64 

Reduces funded debt $41.5 million, 12/28,p.17 

*Revamped refinery produces 325 tons daily of 
coke for Chicago market, pic, 9/28, p. 40 

*Takes over Continental's direct marketing in 
East, 10/19, p. 2 

*Thousands attend Cit-—Con refinery dedication, 
pics, 12/21, p. 45 

Wins tops honors for display at Duchess 
County Fair, pic, 11/9, p. 56 


CLARK, DAYTON P, 





*Discusses oil change at Indpt. Oil Compoun— 
ders' meeting, 10/5, p. 16, Castle 

Gulf Oil Corp. Direct Marketing Mgr. is new 
API Lubrication Committee chairman, 8/31, 
po 10, frontis, 

*Tells how oil industry can help itself by 
educating motorists on value of auto min- 
tenance practices, text, 9/28, p. 29 


CLARK, JOHN D. 
Sees move to return to original intent of 
Sherman Act, 7/20, p. 7, Wash, Colum 





COAL 
*Bureau of Mines foresees gasoline from coal 
marketed at only 3-4¢ per gal, above pres— 
ent prices, 9/14, p. 20 


COMMERCE DEPARTMENT — See DEPARTMENT OF COM~ 
MERCE 





COMPETITION — See MARKETING — Competition 





CONGRESS — See FEDERAL GOVERNMENT — Congress 


CONSERVAT ION 

Boyd, James doubts desirability of increas—- 
ing automotive horsepower which in turn 
increases gasoline consumption, 11/23, 
pe 16 

*Indiana Jobbers warned of “Hoarder Conser— 
vationists" as threat to oil, 10/19,p.23, 
Castle 

State officials want members of Congress to 
come to state meetings to get first hand 
information, 12/7, p. 5, A of N 





CONSIGNMENT DISTRIBUTORS OF NORTH CAROLINA — 
See NORTH CAROLINA O1L JOBBERS ASSN, 


CONSTRUCTION & EXPANSION — See Name of Company 








CONSUMERS CO-OPERATIVE ASSN. — See CO— 
OPERAT 
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*Cit-—Con lube oil refinery dedicated as plant 
with 10 million owners; list of officers, 
board of directors, 12/14, p. 17, Wollstadt 

*Dedicates new refinery of high octane gaso— 
line, 10/12, p. 19 

*Drops direct marketing in East; Cities Service 
takes over, 10/19, p. 22 

First half financial report, 8/10, p. 20, 

Aug. 17, pe. 14 
Industry invites trouble with self-serve bans, 
says Harry Kennedy, 10/26, p. 23, Edit. 

9 month earnings dip below 1948, 12/7, p. 18 

Ponca City marketing division to be moved to 
Oklahoma City, 9/28, p. 22 

*Ponca City press party “ives newsmen better 
understanding of industry's operations, 
11/2, pe 14, W.Ce Platt 

*Thousands attend Cit-Con Refinery dedication, 
pics, 12/21, pe 45 





COOPERATIVES 
Anderson, Senator, says that increasing number 
of farmers are demanding their share of co-— 
opeia‘ives earnings, 11/16, p. 5, A of N 
Campaigu.. against co-ops launched among farmers 
by North Dakota Tax Equality group, 10/12, 
pe 11, Midwest Colum 
Commerce Sec. Brannan pledges administration 
support of co-ops, 12/14, p. 13 
Congress should take note of Sawyer's finding 
of general resentment against co=op priv— 
ileges, 9/7, p. 21, Edit, 
Consumers Co-operative Assn. plans oil facility 
expansion of $3 million, 10/12, p. 22 
Consumers Co-operative savings decrease 99%, 
says it lost money on all refining opera=- 
tions, 12/14, p. 14 
Comops aim at upping oil sales at the expense 
of Indpts., 7/13, p. 7, Washington Colum 
So—ops Assn, of LaCrosse County in Wisconsin 
reports no headway in boosting gasoline 
sales due to city's unstable prices, 10/26, 
p. 13, Midwest Column 
Co-op tax advantages draw fire in Southeast, 
Commerce Sec, Sawyer reports, 8/31, pe. 16 
*Cowden, Howard A. suggests co-ops, sovt,. team 
up to combat economic concentration in oil, 





8/31 » Pe LE 
**F ight in hance’ for tax equality seen in 
Williams amendment aimed at co-ops, 8/10, 


De 17, Patla 

‘Florida jobbers rap co-ops tax privileges, 
military gasoline sales at meeting, 8/24, 
Pe 18, Wollstadt 

*Georgia jobber group hits tax-free privileges 
granted co-operatives at convention, 7/20, 
De 2 

indiana Farm co-op gets new refinery unit, 
7/20, Pe 14 

Investigation of co-op tax exemption urged by 
Doughton; Iowa jobber savings minimized, 
7/20, p. 14 

Iowa Indpt. Jobbers Assn, receives aid from 
Consumers Co-operative Assn, in reorganizing 
into a co-op, 9/28, p. 22 

*Iowa Indpt. Oil Jobbers Assn, sponsors small 
business parley demanding tax equmlity be- 
tween Indpts, & co-ops, 9/7, p. 15 

*Iowa Indpt. Oil Jobbers to probe plan to set 
up purchasing co-op, 9/21, p. 15, Castle 






CON = COV 


CO—OPERATIVES — Cont'd 

jowa jobbers get progress report on co-op 
proposal, 7/13, p. 14 id 

Mail campaign of North Dakota Tax Equality ( | 
Assn, tells farmer co-ops they owe federal 
income tax on patronage dividends, 11/30, fe 
p. 8, Midwest Colum : 

*Michigan Petroleum Assn. to help members who } 
want to go co=ops; Mackinac Island met— 
ing, 9/14, p. 17, Dietrich 

Miller Community 011 Co, converts to co-op; 
business thrives, 11/2, p. 7, Midwest Col- 
umm 

*National Butane-—Propane Assn. told co-opera= 
tives a threat to LP gas industry, at meet— 
ing, 9/28, p. 41, Castle 

*Nat. Council of Farmer Co-ops commends oil 
jobber co-op shift plan as smart, 7/27,p.18 

Nat. Council of Farmer Co-operatives cites 
Minnesota as example of how farm co—opera— 
tives are thriving, 11/23, p. 5, A of N 

Nat. Oil Jobbers Council called "Big Oil" by 
Co-operative Consumers Assn., 11/30,p.8, 
Midwest Column 

NPN writer sees at first hand how co-ops 
flourish, 8/3, p. 7, Midwest Colum 

Nat. Tax Equality Assn,'s “free bucks® aimed 
at co-ops gives Treasury Dept. jitters, 
7/20, p. 24, Edit, 

New plan to battle co-ops weighed by some 
Iowa jobbers, 9/21, p. 11, Midwest Colum 

*North Carolina Oil Jobbers Assn. votes to 
study possibilities of turning co-op, 
9/14, p. 16, Patla 

Opposition to tax advantages of co-ops de— ( ) 
velops strongly in Southeast, 9/7, po. 9, 
A of N 

Reported moving into LP=gas field, 11/23, 
pe 5, A of N 

Road federation, co-op and union witnesses 
use Maybank hearing to promote special 
interests, 7/13, p. 19, Edit, 

Treasury Dept. is reported to be checking 
more closely on co-ops, 8/3, p. 5, Aof N 

«Trend to co-op conversion expanding in 
smmll business, 7/20, p. 13, Patla 

Wisconsin jobbers study plan to go co-op, 
7/6, Pe 18 

Wisconsin Petroleum Assn. debates whether 
or not to convert to co-op, 7/27, p. 18 








COPOLYLSR CORP, 
Converts 100/2 to cold synthetic rubber; 
list of companies owning, pic, 8/3,p.25 





COSDEN PETROLEUM CO, 
*Completes new refinery of high octane gaso-— 
line, 10/12, p. 19 





COTTON VALLEY ANTITRUST SUIT — See ANTITRUST — 
Cotton Valley 





rat 
ULOVi 


Gasoline prices still far below cost of 
living index, chart, 7/6 

Improvements double output capacity of barge ( | 
terminal of Petroleum Heat & Power Co., 
pic, 7/13 

re ° 

Products loss prevention saves oil and dol- 
lars, 7/13 
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COVER — Cont'd 








Aetna Oil Co.'s station lighting, display draw 
attention to TBA, pic, 7/2 

Union Oil Co.'s pipe e under city (IA), 
speedy rack move 'gas' quickly, pic, 7/27 

Quincy Oil Co.'s precision loading of tank 
trucks profitable investment, pic, 8/3 

Motorists continue to set new traffic records 
in 1949, Public Roads Adminis, shows; chart, 
8/10 

mm. « station modernization booms gallonage 
and TBA profits, pic, 8/17 

Motorists revert to prewar tire replacement 
buying habits, chart, 8/24 

Platt describes Oil's role in Berlin Air lift, 
pic, 8/31 

A ‘study in 9il marketing efficiency, 9/7 

Platt analyzes proposal for more control of oil 
marketing in Britain, 9/14 

Winter changeover— A profitable customer ser— 
vice, 9/14 

Oil Industry TBA group meeting produces profit— 
ofa ideas for boosting sales, pic of members, 
9/21 

Automatic Transmission estimated market from 
1946 thru 1960 prepared by The Texas Co., 
chart, 9/28 

Aero Oil Co., New Oxford, Pa. marks 20-year rec— 
ord with 27 fold gain in gallonage, pic, 10/5 

Ruan Transport Corp. driver safety program 
builds profits, good will, pics, 10/12 

Oil Industry Information Committee chart shows 
growth of fuel oil demand from 1918 thru 1948, 
chart, 10/19 

Oil Progress Week marks industry's 90 years of 
progress, pics, 10/26 

Story of how Sinclair got its oil drilling con- 
cession in Ethiopia, Pic, 11/2 

American Petroleum Institute registrants sign 
up early for 29th annual meeting, pics, 11/9 

Vice Pres, Barkley speaks before record crowd 
at American Petroleum Institute convention, 
pic, 11/16 

Bean, F.A. gives O'Connors service station his 
approval, pic, 11/23 

Refinery yields of gasoline increase sharply in 
30 years; average yields of principal prod 
ucts per barrel of crude oil run to stills 
1918 thru 1948, table, 11/30 

Oil to gasoline sales ratio reverses downward 
trend, chart, 12/7 

Congress in 1950 — how it will affect oil's fue 
ture, 12/14 

Oil Man's Dog shows discrimination (Batten 
feld Grease & Oil Corp.), pic, 12/21 

27 states still divert gasoline tax funds to 
non—-highway uses, map, 12/28 





COWDEN, HOWARD A. — See CO-—OPERATIVES 





CRED IT 


‘American Petroleum Credit Assn. discusses farm 
accounts, jobber financial problems, at 
meeting, 11/23, p. 50, Sturtevant 

Credit men do not believe coupon books will 
satisfy customers like credit cards, 10/5, 
Po 5, Aofn 

Dealers urge steel strike sales by extending 
credit period, 10/12, p. 9, A of N 









COV — CRU 


CREDIT = Cont'd 

Establishment of 30 days credit system for 
farm trade will take a lot of educational 
effort, 12/21, p. 5, A of N 

Frontier Refining Co, to honor all oil com 
pany credit cards, 12/14, p. 9, Midwest 
Colum 

Jobbers in southern state consider state leg— 
islation for halting soliciting of new ac— 
counts thru loans, etc., 10/26, p. 9, 
4A of N 

Mechanical aid may speed up handling of cre- 
dit card transactions at service station, 
10/26, p. 9, A of N 

“Miller, W.H. of Std, Ind. cites credit man- 
ager’s role in sales training, at American 
Petroleum Credit Assn., 11/23, p. 51 

Nebraska oil jobbers study shows how far 
farmers are lagging in credit payments, 
10/5, p. 5, A of N 

Oil companies cracking dow on credit cards, 
survey shows, 7/13, p. 7, Midwest Colum 

Pokorny Oil Co. & Blockton 011 Co, in Mid— 
west already are honoring all oil credit 
cards, 12/28, p. 8, Midwest Colum 

Some credit men think coupon books can take 
place of credit cards, 10/19, p. 9, A of N 

*Std. of Cal.'s simple system shows credit 
scores on comparative basis, table, 10/12, 
p. 36, Sturtevant 


CREOLE PETROLEUM CORP, 
First half financial report, 8/10, p. 2 





CROWN CENTRAL PETROLEUM CO. 
Strike hits Houston refinery, 7/13, p. 2 





CROWN PETROLEUM CORP. 
Stresses Indpts, in new promotion piece, 
8/24, po 7, Atlantic Coast Colum 





CRUDE OIL 

Refinery yields of gasoline inoréase sharp— 
ly in 30 years, average yields of prin- 
cipal products per barrel of crude oil 
runs to stills 19168 thru 1948, table, 
11/30, Cover 

Revival of premium paying for crude in East 
Texas, 9/7, p. 9, & of N 

Spencer, P.C., pres. Sinclair, gives import 
probers his definition of available 
crude, 11/30, p. 7, Atlantic Coast Colum 

Warm weather in northern states causes 
crude oil demand to slacken in Southwest, 
11/9, p. 5, A of N 


OUTPUT 
Gains 3,600 b/d week July 16, 7/27,p.16 


PRICES 
Bureau of labor Statistios reports oil 
price index rises one point during 
Oct., 11/30, p. 18 


PRODUCT ION 
*Bureau of Mines’ new monthly world oil 
survey sets oil products output at 224 
million bbls., 9/28, p. 18 
Cal, production drops below 900,000 b/d 
first week of August, 8/17, p. 11, 
Pacific Coast Colum 
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CRUDE OIL = Cont'd 






PRODUCTION = Cont'd 
Crude overproduction still harassing western ok 
oil industry, 9/21, p. 13, Pacific Coast a i, 
Colum 
Declines week ending July 9, 7/20, p. 16 
Drops week ending July 30, 8/10, p. 17 
Output, refinery runs decline week ending 
July 2, API says, 7/13, p. 15 
Runs to stills, production up for week of 
July 23, 8/3, p. 20 
*Vitter, A.L. of Cal, O11 Co. predicts 2 fold 
gain in offshore crude oil output within 
few years, at Interstate Oil Compact met— 
ing, 12/28, p. 33 












RUNS TO STILLS 
Gain 39,000 b/d week ending Aug, 13, 8/24, 
p. 15 


SUPPLY DEMAND 
Cal. oil refinery yields must conform with 
demand to avoid surpluses, report shows, 
7/13, pe 17 
Foreign vs, domestic crude balance believed 
in offing, 7/27, p. 7, Atlantic Coast Column 


CUMBERLAND OIL CO. 
*Cummins, John F’,, tells Alabama jobbers they 

must have unity to obtain successful associa= 

tion at meeting, 10/5, p. 17 
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DANIEL, A.J. 
National Lubricating Grease Institute pres., 
11/2, pe 30 


a 
a 
1g DEATHS 
—~Tilen, Robert, Superior Oil Co., 11/2, p. 15 
Austin, Herbert Sidney, Jersey Std., 7/13, 
p. 18 
Bannerot, Frederick George, Sr., pres. United 
Oil Co., pic, 12/7, p. 21 
Bascom, R.P., Shell Pipe Line Corp., 12/a, 
» a7 
pera, George S., Stamolind Oil & Gas Co., 
11/2, p. 15 : 
Benson, Victor, Pennzoil Co., 9/7, p. 16 
Boudreau, A.F., Three Rivers Refinery Petrol- 
eum and Trading and Transport Co., 8/10, 
pe 16 
Bouwsma, Edward J.,, Commonwealth Pipe line 
Co., 7/13, p. 18 
Bowser, Archibald, American Petroleum Indus— 
tries Conmittee, 7/20, p. 20 
Cooper, Elmer M., Chanute Refining Co., 11/30, 
po 17 
Dale, Grover R., sec., Penn. Petrol. Assn., 
11/23, pe. 16 
Davis, William Nickels, Phillips Petroleum 
Co., 12/7, pe 21 
DeHarte, Lloyd C., Hancock Oil Co., 7/20, p.20 
Dinkins, William T., Richfield Qil Corp., 
9/28, Pe 20 
Dumont, Walter, Pure Oil Co., 10/26,p.22 
Eames, Clarence A., vice pres. Imperial Oil 
Ltd., 8/17, p. 24 


( ) Flanders, Henry J., Aetna Oil Co., 11/30,p.17 
Foster, Charles E., Cities Service Oil Co., 
12/14, p. 22 
Glenn, Todd K,, Penn=-Glenn Oil Works Co., 
9/28, pe 20 
Hamrick, Lester 0., lattimore Oil Co., 10/12, 
Pp 2 


Hamrick, Roswell Edmund, Jr., Gulf Oil distri- 
butor, 11/23, p. 16 

Hanna, D.J., Bahrein Petrol, Ltd., 8/3, p.18 

Hauslaib, Reed Harter, Beacon 0il Co. & Bea— 
con Terminal Corp., 11/16, p. 71 

Heil, Julius P., The Heil Co., Milwaukee, 
12/14, po @ 

*Hill, George A., pres. Houston Oil Co., dies 
en route to Amer. Petroleum Institute meet- 
ing, pic, 11/9, p. 18 

Hochuli, Albert G., The Texas Co., 10/19,p.18 

Hummer, R.B.F., Phillips Petroleum Co., 

11/2, p. 15 

lewis, James, Superior Oil Co., 11/2, p. 15 

Lockwood, Joseph T. Jr., Socony-Vacuum 0il 
Co., 10/26, p. 22 

lyon, Thomas P,, Cities Service Oil Co., 8/3, 
p. 18 

MacMillan, Mrs. Marion Thayer, mother of H.T, 
Ashton of Socony—Vacuum, 9/28, p. 20 

Mathis, Frank A., Stanolind Pipe Line Co,, 
8/31, p. 15 

Mattingly, George E., Jersey Std., 7/13,p.18 

*Mellon, W.L., former Gulf Oil Board chairman, 

| ) pic, 10/12, p. 22 

Mobley, Thomas E., Socony=Vacuum, 7/13, p.18 

Mockley, Morris E,, Anchor Gasoline Corp. & 
Canal Refining Co., 9/21, p. 2 

Monroe, Douglas Durrell, Texas Co., 8/24,p.18 
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DEATHS — Cont'd 

Muirhead, Brian R., Universal Oil Products, 
11/2, p. 15 

Murphy, S. Edward, S.E, Murphy 0il Co., Inc, 
pres., 7/27, pe 20 

Peralta, Perfecto, Standard Oil Co. (N.J.), 
9/14, p. 18 

Power, Oscar B., Power 0il1 Co., 8/31, p.15 

Rengo, Emil J., Rengo Service Stations, 
10/12, p. 22 

Reynolds, John D., Triangle Refineries, for— 
mer sec, Western Petroleum Refining Assn., 
9/7, Po 16 

Roeser, Charles, IPAA, Roeser & Pendleton, 
Inc., 7/20, pe 2 

Scharmann, Walter G., Std, Oil Co, (N.J.), 
8/31, p. 15 

Senior, Joseph Howe, Jersey Std., 10/26,p.22 

*Seubert, Edward C,, Std. of Ind. pres., pic, 
11/23, po. 16 

Shields, W.H., Texas Empire Pipe Line Co., 
9/7, Pe 16 

Smith, William Jacob, Shell Oil Co., 12/7, 
po. al 

Stalcup, Hugh M., Skelly Oil Co., 8/31,p.15 

Thomas, C.D., Sinclair—Prairie Oil Co., 
8/24, p. 18 

Thoms, J. Elmer, geologist, 8/31, p. 15 

Verulam, Rt. Hon, Earl, board chairman 
Sterns Ltd, and Sternol, Ltd., London, 
12/21, pe. 17 

Walker, William, Cal. Drilling Co., 9/28, 
Po 20 

Wallace, Samuel Hay, Caltex Ltd., 10/26,p.22 

Wilhelm, Capt. Victor H., USNR, 7/13,p.18 

Wilson, Robert Graffen; Wilson Sons, Inco, 
10/12, p. 22 


DEFENSE DEPARTMENT — See DEPARTMENT OF DEFENSE 





DEEP ROCK OIL CORP, 

*Campbell, J.G. tells how imports affect re- 
sidual market; current refinery—retail 
gasoline price spread cited, charts, 12/7, 
po 17 

First half financial report, 8/10, p. 20 

Seeks more security for jobbers, 7/27,p.20 

To alter trademark, colors at stations, 
11/9, po @ 





DEGREE DAY 

1949 heating season colder than 1948 so far, 
summry for Sept, 1-Dec. 10 season, 12/14, 
po 15 

Heating season for 1949 colder than 19468, 
summary, 12/21, p. 17 

1949 degree day total remains higher than 
1948, summary, 12/28, p. 13 

Start early with cold September, summry, 
10/5, p. 14 

October degree days less than 1948 or nor— 
ml; summary, 11/9, p. 53 


DE GROOT, JOHN W. 
eGives history and growth of product pipe 
lines, at API annual meeting, text, 
charts, maps, 11/16, p. 45 











DELRAY PETROLEUM CO, 
To build natural gasoline plant, 8/10,p.17 
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DENFELD, ADMIRAL LOUIS EB, 
Says Navy and oil industry have machinery for 
co-operation at API annual meting, 11/16, 
p. 17 








DENNIS, J.A. 
*Iowa Indpt. Oil Jobbers Assn., sec., writes 
booklet "Ten Commandments” for jobbers, based 
on ‘unfair trade practices’, 12/28, p. 35 





DEPARTMENT OF AGRICULTURE 

Sec, Brannan pledges administration support of 
co-ops, 12/14, p. 13 

Midwestern producers to oppose bill requiring 
Agriculture Dept. to make mineral leases via 
competition, 8/3, p. 7, Washington Column 

Report growing LPG market, 7/20, p. 5, A of N 

Reports 1948 farm oil consumption shows 9% in- 
crease, 10/26, p. 28 

Subcommittee hopes to get support from Sec, 
Brannan to force use of alcohol for motor 
fuel, 7/13, p. 5, 4 of N 





DEPARTMENT OF COMMERCE 

*Congress should take note of Sawyer's finding of 
general resentment against co-op privileges, 
9/7, po 21, Mit, 

Co-op tax advantages draw fire in Southeast, 
Sec, Sawyer reports, 8/31, p. 16 

Cuts rubber use estimate for U.S., 8/3, p. 25 

Eases synthetic rubber use in tires, tubes, 
8/3, p. 24 

Lists oil information sources, 8/31, p. 36 

Places more oil equipment items under export 
controls, 11/9, p. 19 

Plans survey of oil industry capital expendi- 
tures, 10/19, p. 19 

*Report shows export of oil burning equipment 
shows upward trend so far in 1949, 11/2,p.34 

Report shows number of service stations in 
operation in 1948 gains 17.7% over 1945, 
table by states, 12/28, p. 35 

Report shows present and potential oil mrkets 
in 48 states, 12/28, p. 17 

Reports oil refining dividends drop during No- 
vember, 12/28, p. 18 

Sale of mechanized farm equipment increases 52% 
in 1948, table, 8/17, p. 58 

«Sawyer seeks voluntary compliance with anti- 
trust laws; Dept. Justice says this won't af— 
fect enforcement, 12/21, p. 15 

Sec, Sawyer’s plan for clarification of anti- 
monopoly laws needed but it’s a big job; 
comments by Lowell Mason, 12/14, p. 7, Washe 
Colum 

*Small Business Advisory Committee asks for 
legislation authorizing govt. to insure 
loans to small business, 12/14, p, 13 

Vehicle registrations dip from 3-year peak, 
9/7, Po 17 

Voluntary steel allocation program will end 
Sept. 30, 9/21, p. 24 








DEPARTMENT OF DEFENSE 
Report only 7 out of 23 oil men accept invita— 
tion to attend Civilian Orientation Confer— 
ences sponsored by Sec, of Defense, 12/7, 
Po 7, Wash. Column 


For other references on military, see main head = 
MILITARY 





DEN = DEP 


DEPARTMENT OF THE INTERIOR 
Chapman, Oscar, is avid Fair Deal backer; 





brief biography, 11/16, p. 9, Wash. Column 

Sec, Chapman lauds coal hydrogenation tests, 
12/28, p. 14 

Expected to make effort to get some kind of 
synthetics bill passed at next session of 
Congress, 12/7, p. 5, A of N 

Gives thought to abandoning program for mk-— 
ing synthetic liquid fuels from coal — to 
use shale oil instead, 9/28, p. 9, A of N 

«National Petroleum Council, Interior Dept., 
concerned over slow movement of fuel 
oils, 8/3, po 20 

Plans oil shale mining demonstration, 7/27, 
po 14 


BUREAU OF MINES — See Main Head BUREAU OF 
MINES 


OIL & GAS DIVISION 

Harris House Oil Subcommittee plan may mean 
end of OGD & Petroleum Council, 8/24, 
p. 7, Wash, Colum 

Reeves, Frank appointed as special fgeolog— 
ical consultant, 10/12, p. 11, Wash, 
Colum 

Stewart, Hugh A., named new OGD director, 
11/2, p. 13 

Stewart, Hugr A., new director of OGD, 
11/9, p. 12, frontispiece 

*Study shows oil transportation hits peak 
in 1948; chart cites gain from 1938 to 
1948, 11/30, p. 32 





DEPARTMENT OF JUSTICE — (See also ANTITRUST) 

Asked to investigate Minnesota gasoline 
prices, 9/14, p. 15 

Atty. Gen, Bergson says business “bigness” is 
not antitrust crime, 12/14, p. 15 

Gillette, Sen. still waits for reply from DJ 
on what success it has had in enforcing 
compliance with judgment rendered in El- 
kins Act Pipe Line Suit, 12/21, p. 15 

Informs oil marketers in Boston area they 
will be investigated by FBI seeking infor— 
mation about Sherman Antitrust Act viola- 
tions, 12/28, p. 5, A of N 

Leans toward idea of bringing suit acainst 
one pipe line company instead of group, 
11/30, po 5, A of N 

Makes no decision as yet on representing 
Federal Trade Cormission in Detroit case, 
10/12, p. 9, A of N 

May still be cool toward Detroit case, 9/14, 
p. 7, Wsh,. Colum 

Atty. Gen. McGrath follows "“Three-D" trust— 
busting theme of Clark, 9/21, p. 9, Wash. 
Colum 

Next exclusive dealing suit may aim at E, 
Coast oil company, 9/7, po. 15 

New look shaping up for govt.'s antimonopoly 
irive; stresses education, 12/7, p. 15 

Response of duPont pres, to DJ suit sets 
an example worth following, 7/20, p. 23,5 
Edit. 

*Sawyer, Sec, Commerce, seeks voluntary com 
pliance with antitrust laws; Dept. Jus— 
tice says this wm't affect enforcement, 
12/21, po. 15 
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DEPARTMENT OF JUSTICE — Cont'd DIVORCEMENT — See MARKETING — Divorcement 


To support plea for a review of the Indiana—- 






































































Detroit case, 10/26, p. 22 DRAKE WELL , 
Uses Std. Calif. decision as springboard for 90th Anniversary of Oil to be observed Aug- 
é suit against duPont—General Motors, 7/6, ust 27 at Titusville, 8/3, p. 14 
pe 9, A of N 90th Anniversary of Oil, pic, 9/7, p. 19 
# *Will not help FTC in Detroit case hearing, 90th Anniversary to be celebrated at elabor— 
# 12/28, p. ll ate program, 8/24, p. 17 
; *Simple but impressive ceremony marks 90th 
4 DEPARTMENT OF LABOR anniversary of oil, 8/31, p. 17, Wollstadt 
BUREAU OF LABOR STATISTICS DRESSLER, JOHN 
New service stations increase in May, 7/20, *Tells how small business needs Fair Trade 
p. 17 laws, at API annual meeting, 11/16, p. 52 
Oil price index rises one point during Octo 
ber, 11/30, p. 18 DUPONT DE NEMOURS CO. 
Report petroleum prices drop 2.3% during Antitrust suit seeks divorcement of duPont, 
May, 7/27, pe. 13 General Motors from tetraethyl lead busin- 
*Reports heating oil prices increase in Aug. ess, 7/6, pe 2 
é 15=Sept. 15 period in most cities, tables, Response of duPont pres. to DJ suit sets an 
4 11/9, p. 24 oo example worth following, 7/20, p. 23, 
7 Wholesale price index for oil compared with Hit. 
all fuels, commodities, table, 8/10, p.14 To boost antiknock mix prices Oct, 1, 8/31, 
pe 17 


DEPARTMENT OF STATE 

Assembles information for use in discussion 
with British on dollar vs. Sterling oil con— 
troversy, 7/20, pe 5, A of N 

Checks with Canadian govt, on lube oil ban re= 
port, 9/28, p. 17 

Develops oil companies’ side of dollar vs, 
sterling oil question in case it comes up in 
Washington meeting on Britain's economics, 
8/17, p. 5, A of N 

T Doubts imports hurt domestic industry, 8/17, 

Pe 20 

Mexican oil loan try doomed from start as fore— 
cast here, 7/27, p. 7, Wash, Colum 

*Mexico snubs U.S. oil loan terms; new effort 
looms to renew talks, 7/27, po. 20 

Report minimizing effects of imports should in- 
tensify demnds for quota on imports, 10/12, 
p. 9, A of N 

Reworks analysis of oil imports outlook to re— 
flect upward trend in demand, 9/14, p. 18 

*Split of Dept. of State & Dept. of Treasury 
bars oil showiown with British, 10/19, p.19 








PETROLEUM DIVIS ION 
Name to be changed to “petroleum staff", 
9/28, pe 9, A of N 


DEPARTMENT OF THE TREASURY 

Reported to be checking more closely on co-ops, 
8/3, p- 5, A of N 

*Split of Dept. of State and Dept. of Treasury 
bars oil showdown with British, 10/19, p. 19 

Tax Equality Group's “free bucks" stunt gives 
Treasury Dept. the jitters, 7/20, po. 24, 
Edit, 








DEPLETION ALLOWANCE — See TAXES 





DETROIT CASE — See ANTITRUST — Detroit Case 





) DIESEL FUEL 
Sinclair Oil Corp. markets new Diesel starter 
fluid, 12/21, p. 16 
Southern Pacific Railroad says $1 worth of Die— 
sel worth $2.32 of regular, 7/20, p. ll, 
Pacific Coast Colum 
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EAGLE OIL & REFINING CO. 





*sContract with Std. Cal, ended; Eagle charges 
self-serve business as reason, 7/6, p. 19 

Court action halts gasoline supply to Eagle 
by Std. of Calif., 8/17, p. 56 

Deal to buy Sunset Oil Co. off, 10/5, p. ll, 
Pacific Coast Colum 

Deal to buy out Sunset Oil Co. is off, 10/2, 
po 15, Pacific Coast Colum 

De-emphasizes self-serve, hits misleading 
price postings, 11/2, p. 9, Pacific Coast Col. 

*Eagle-Std. Calif. conspiracy case hinges on 
‘concert of action’, 3/3, p. 15 

Eagle-Std. Calif. court ruling is delayed, 
8/10, po 16 

Eagle-Std. return engagements assured, 8/3, 
p. 11, Pacific Coast Colum 

Heavy fuels surplus seen cause of ‘gas' con 
tract cancellations, 7/13, p. 11, Pacific 
Coast Column 

May purchase Sunset 011 Co., 9/7, pe. 19 

Receives gasoline from new supply source in 
Texas; court decision gets reaction, 8/17, 
Pe 11, Pacific Coast Colum 

Supplies new super self~serves af "5-<off" Gaso— 
line Stations, Inc., 8/10, p. 11, Pacific 
Coast Colum 

To buy controlling interest of Sunset Oil Co., 
8/31, pe 9, Pacific Coast Colum 

*Writ compels Calif. Std. to sell Eagle gaso— 
line, 7/13, pe. 15 


ECONOMIC ADVISORY COMMITTEE 
Clark, John D., sites moves to return to orig- 
inal intent of Sherman Act, 7/20, p. 7, 
Wash, Colum 
Clark, Dr. John, shocked at decision of court 
in "Detroit Case", 7/20,p. 17 





ECONOMIC CO-OPERATION ADMIN ISTRATION 

Approves construction of petroleum chemical 
plant at Grangemouth, Scotland, 12/7, p.16 

Comptroller's office rus new audit on all 
Marshall Plan transactions to see prices of 
products moved do not exceed low of Platt's 
Oilgram, 10/19, p. 9, A of N 

Discusses Middle East crude prices with Amer— 
ican Oil companies operating in Middle East, 
11/9, p. 19 

Dutch next in line for ECA help in expanding 
refinery and lube plants, 10/12, p. 11, Wash. 
Col, 

Financing of European oil refining equipment 
purchases in U.S. to begin soon, 7/13, p.16 

*Levy asserts U.S. oil must readjust to global 
changes, 8/3, p. 16 

levy, Walter J, headed ECA's oil branch can— 
didly, openly, 8/10, p. 7, Wash, Colum 

Plans to finance European refinery expansion 
and crude oil exploration raises question of 
Mexican oil loan, 8/17, p. 5, A of N 

*Report indicates 1,250,000 b/d of foreign oil 
may be seeking U.S. market in next 4 years, 
10/5, p. 15 

*Seeks cutback in European expansion program 
for petroleum, 12/7, p. 16 

Sound out American oil companies operating in 
Middle East in regard to establishing FOB 
prices at ports of loading, 11/16, p. 71 





ECONOMIC CO-OPERATION ADMINISTRATION — Cont'd 
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Statistical summary covers planned oil expan— 
sion activities throughout the entire 
world, 9/14, p. 5, A of N 

Underwrites oil equipment purchase deal for 
Aquila Tecnico Industriale at Trieste, 
Italy, 7/20, p. 16, Bjorkback 


EDITORIAL 
Platt in England — See Main Head PLATT IN 
ENGLAND 
Oil marketers’ protests mean nothing as FTC 
flaumts authority by ignoring objections 
to oil heat code, 7/6, p. 21 
Patman appears to be using loaded dice in 
proposed anti-monopoly probe, 7/13, p. 20 
Road federation, co-op and union witnesses use 
May bank hearing to promote special interest, 
7/13, pe 19 
Oil's good record on gasoline prices needs 
telling, yet Maybank probers hear from only 
one company, 7/20, p. 23 
Response of duPont pres, to DJ suit sets an 
example worth following, 7/20, p. 23 
Tax equality group's free bucks stunt gives 
treasury the jitters, 7/20, p. 24 
Sharing of operating know how by oil miors 
not only benefits industry, but public as 
well, 7/27, p. 19 
Full tanks will prevent trouble in Washing— 
ton next winter and help assure future of 
oil heat, 8/3, p. 19 
Principal obstacle to self-serves is matter 
of economics rather than one of fire haz 
ards, 8/10, p. 21 
Greater top management participation may pro= 
vide necessary punch to oil's public rela— 
tions program, 8/17, p. 23 
Vandeveer asks Congress to prove its inter— 
est in competition by studying reasons for 
mergers, 8/24, p. 21 
Petroleum policy council bill includes ambig- 
uous phrases which could prove dynamite to 
oil industry, 8/31, p. 19 
Teamsters Union seeks to win its strike by 
dividing oil management, 8/31, p. 2 
Congress should take note of Sawyer's find— 
ing of general resentment against co-op 
privileges, 9/7, p. 21 
Public warning on heating oil my save sup— 
pliers trouble later, 9/7, p. 21 
Businessmen speak up as they see new 
threats to economic system in administra— 
tion action; comments of C.B. Randall, 
(Inland Steel Co,) and 0.Y. Kirkpatrick 
(OTIC), 9/14, p. 19 
Ind. Std.'s new price policies don't change 
position as biggest influence in Midwest 
market, 9/21, p. 23 
Big oil companies can benefit by watching 
closely as A & P defends itself against 
new deal attack, 9/28, p. 23 
Indpts, will help nation and selves by an- 
swering Nat. Petrol. Council manpower 
questionnaire, 10/5, p. 20 
Oil Progress Week can be an effective wea— 
pon against socialism if everyone supplies 
ammunition, 10/5, p. 19 
Coal's endorsement of Olds a move to tie up 
a competitor in federal strait jacket, 
10/12, p. B 
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EDITORIAL — Cont'd 
—“Tndustry has an obligation to public and itself 
to refute fallacious Truman welfare propagan— 
da, 10/12, p. 23 
Closed Shop’ stand of domestic producers on 
imports not conducive to competition or na- 
tional security, 10/19, p. a 
Industry invites trouble with self-serve bans, 
says Harry Kennedy of Continental, 10/26,p.23 
Truman's doing it again—loading U.S. payroll 
with his old cronies, 10/26, p. 23 
Brown, Russell's reply to NPN edit. of Oct, 19 
on imports, 11/2, p. 19 
Limiting oil imports by quantity and not tar— 
iffs opens door to govt, and political med- 
dling, 11/2, p. 19 
Bero well qualified to continue competitive 
spirit in Jobber Council actions as Gwaltney’s 
suocessor, 11/9, p. 23 
Oil missed big chance to publicly refute Bark- 
ley’s unfair statements regarding the Tide= 
lands fight, 11/16, p. 19 
Hallanan, Walter sets good example of how oil 
must refute Barkley, other bureaucrats, 
11/23, p. 19 
Threat of political meddling must cease if Mae 
tional Petroleum Cowcil, or any other agency, 
is to do liaison job faithfully, 11/23, p. 19 
A & P case points again to need for oil indus- 
try to stress Indpt. competition at local 
level, 11/30, p. 19 
Oil industry pushing greater and greater use of 
trucks as pipe lines draw nearer to consumr, 


12/7, po 19 
Promotion of sound accounting system is deserv= 
) ing of API, industry support, 12/7, p. 20 


Limitation of imports affecting development of 
oil fields in Canada would peril future U.S, 
security, 12/14, p. 21 

Increases in taxes lead to socialism because 
govt. spends more as taxpayer spends less 
(comment on Wollstadt's speech before Mid— 
Continent Oil & Gas Assn, meeting), 12/21,p.19 

Midwest price situation is basically unchanged 
despite Indiana's formal dropping of Group 3, 
12/28, p. 15 


ELECTRIC ENERGY 
‘federal Power Conmission reports electric utili- 
ties shift rapidly from coal to oil & gas, 
tables showing consumption, 11/2, p. 32 





EMPIRE STATE PETROLEUM ASSN. 
Editorial asks defense limitations for expan— 
sions of proposed gas lines, 12/14, p. 14 
Takes steps to seek permission to oppose FTC's 
position in Detroit case, 12/21, p. 16 





ENDTER, E,W, 


Calif. Oil Co. pres., 10/19, p. 16, frontis, 


ENGLAND = See FOREIGN OIL — England 


EQUIPMENT SECTION 
July 20, p. 23 Aug. 24, p. 333 Sept. 21, po BW; 
) a 19, p. 25; Nov. 23, po 21; Dec. 21, po 


oO 








ESSO STANDARD OIL CO. 
Adds heating oil tankage as load cushion, 12/7, 
Po 21 





ESSO STANDARD OIL CO, = Cont'd 


EDI — EXP 





Annual conference of public relations men 
shows ways in which suppliers help the 
jobber improve his business, 10/5, p. 7, 
Atlantic Coast Colum 

Cuts in large new pipestill at Bayway plant, 
8/10, p. 2 

Dealer response to Esso quest for sales 
ideas gratifying, 12/28, p. 7, Atlantic 
Coast Colum 

*Displays show limited space easily adapted 
to profitable TBA displays, pics, 8/24, 

Poe 2 

Driving etiquette book by Emily Post used as 
promotion piece by Esso, 8/17, p. ll, At= 
lantic Coast Colum 

English manor converted to lab headquarters, 
pic, 8/10, pe 19 

Hope, Stanley C. new pres,, Burks, Jr., 
executive vice pres., pics, 10/26, p. 20 

Increases heating oil tankage by 1,238,095 
bbls, for coping with heavy demand, 12/7, 
Po 21 

*Product loss reduction—study on oil loss 
prevention reveals big savings possible, 
charts, tables, pics, 7/13, p. 2é@ thru 
31, #1 in a series of 2. 


ERRATA-The charts under the captions 
"Figure 1 Breathing Losses—Fixed Roof 
Tanks® and “Figure 3—Evaporation Losses 
from Floating Roof Tanks" are transposed. 


The second column of the table which is in- 
set in the breathing losses chart should 
read “feet” instead of “area sq. ft." 
*Product loss prevention—evaporation losses—— 
how to reduce them, illustrations, 7/27, 

p. 23 thru 30, #2 in a series of 2 
Rathbone, M.J, urges fuel oil men to promote 
summer fill now to avoid customer hard- 

ship, 8/17, p. 17 

Ribs itself on many name changes in new pos= 
ter, 8/24, p. 9, Atlantic Coast Colum 

Starts construction of propane bottling 
plant, 10/26, p. 40 

Ulrope, Leonard E,, vice pres., 8/3,p.12, 
frmtispiece 








ETHIOPIA — See FOREIGN OIL — Ethiopia 


ETHYL CORP. 





Boost antiknock prices Oct, 1, 8/31,p.17 

Cuts Tetraethyl lead prices, 11/2, p. 17 

Move main office from Chrysler Building in 
New York City to 100 Park Ave. in March 
or April, 12/7, p. %6 


EXPORTS — See IMPORTS — EXPORTS 
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FAIR LABOR STANDARDS ACT — See LABOR REIATIONS — 
Fair labor Standards Act 





FAIR TRADE 

API convention forum on fair trade laws not to 
be held, 10/5, p. 5, A of N 

Benefits of trade practices rule of textile 
Assn, outlined to Oil leat Institute of New 
England, 11/9, p. 20 

*Dennis, J.A., Iowa Indpt. Oil Jobbers Assn, 
sec, writes booklet "Ten Commandments" for 
jobbers based on unfair trade practices, 
12/28, p. 35 

Dressler, John of New Jersey Gasoline Retail- 
ers, defends Fair trade laws at API conven— 
tion, 11/9, p. 14 

*Dressler, John tells how small business needs 
Fair Trade laws, at API annual meeting, 
11/16, p. 52 

House Judiciary Committee predicts efforts to 
repeal Miller-Tydings Act, 7/13, p. 5, 
AofN 

Textile Fabrics Assn. works under fair trade 
practice code for 21 years, 10/5, p. 20 





FARM TRADE 

Alabama regulation requiring coloring of refund 
gasoline sold for agriculture purposes 
blocked, 11/9, p. 17 

*American Petroleum Credit Assn. discuss farm 
accounts, at annual meeting, 11/23, p. 50 

Anderson, Senator, says that increasing number 
of farmers are demanding their share of co 
operatives earnings, 11/16, p. 5, A of N 

Campaign against co-ops launched among farmers 
by North Dakota Tax Equality group, 10/12, 
po 11, Midwest Colum 

Establishment of 30 days credit system for farm 
trade will take a lot of educational effort, 
12/21, p». 5, A of N 

“Farm credit accounts should be put on 30-60 
day basis, Nebraska jobbers told at meeting, 
12/14, p. 19, Castle 

Farm oil consumption for 1948 shows 9% increase, 
10/26, p. 28 

Farm use of LP=gas in 1949 expected to hit 600 
million gals., 9/7, p. 61 

indpt. jobbers concerned over increased distri- 
bution of lube oils & greases by farm imple— 
ment dealers, 12/28, p. 5, A of N 

Nat. Council Farmer Co-operatives cites Minne— 
sota as example of how farmer co-ops are 
thriving, 11/23, p. 5, A of N 

Nebraska oil jobbers study shows how far farm 
ers are lagging in credit payments, 10/5, 
po 5, A of N 

*Personal service and solicitation builds Sher— 
man Grant's gallonage in farm area, pics, 
10/26, pe 30, Castle 

Sale of mechanized farm equipment increases 
52% in 1948, table, 8/17, p. 58 

Solliday, A.L. cites growth of tractor use on 
farms, 12/7, p. 21 

Westland O11 Co. survey shows farmers in North 
Dakota converting to use of propane for trac= 
tors, 9/28, p. 13, Midwest Colum 

Winter changeover for farm tools, 9/14, p. 39 





CO-OPERATIVES — See Main Head CO—OPERATIVES 


FAI — FED 


FEDERAL BUREAU OF INVESTIGATION 





<Q2~ 


Oil mrketers in Boston area to be investiga— 
ted by FBI seeking information about Sher— 
man Antitrust Act violations, 12/28, p. 5, 
AofN q 


FEDERAL GOVERNMENT 

*American Petrol, Institute sees hazardous #4 
political road for oil industry, 11/2,p.11l, 4 
Platt, Yocom, Wollstadt } 

*“Srown, Russell B,, senators denounce large 
imports of oil in trade agreements debate, 
9/14, p. 18 

Businessmen speak up as they see new threats 
to economic system in administration ac— 
tions, 9/14, p. 19, Edit. 

*Cowden suggest co-ops, govt, team up to com 
bat economic concentration in oil, 8/31,p.16 

*eIndustry must fight nationalistic trends now, 
Penna, Oil Jobbers told at meeting, 10/19, 
Pp. 46, Bjorkback 

*Loans to small business on Federal Housing 
Administration pattern proposed by Small 
Business Advisory Committee of Commerce 
Dept., 12/14, p. 13 

Limiting oil imports by quantity and not 
tariffs opens door to govt, and political 
meddling, 11/2, p. 19, Edit, 

*Murray bill would push private investment, 
not govt. in synthetic fuels, 7/20, p. 17 

Threat of political meddling must cease if 
Nat. Petrol, Council, or any other agency, 
is to do liaison job faithfully, 11/23, . 
po. 19, Edit, * 





ek eal 


COMMITTEES ) 


House Commerce Committee 
Resolution introduced to study develop— 
ment of national fuels policy, 8/10, 
Po 14 





House Commerce Oil Subcommittee (Harris) 
Cancels plans to launch hearings on set— 
ting up synthetic liquid fuels indus— 

try, 7/13, p. 14 

Emphasizes need for legislation to cre— 
ate national oil policy council, 
10/19, p. 19 

Harris, Rep., foresees oil industry fac= 
ing growing world competition, 11/30, 
pe 15 

New approach may be used in writing pro- 
posed national oil policy, 8/17, p. 5, 
A of N 

Petroleum policy council bill includes 
ambiguous phrases which could prove 
dynamite to oil industry, 8/31, p.19, 
Edit, 

Petrol, Policy Council plan may mean end 
of OGD and Petrol, Council, 8/24,p.7, 
Wash, Column 

*Urges National Oil Policy Council, 

8/24, pe 17 








House Judiciary Committee (Celler) ) 


Clark sites move to return to original 
intent of Sherman Act in testimony, 
7/205 pe 7 

Comments on Vandeveer's testimony be— 
fore Celler Committee, 11/9, p. 7, 
Wash. Col, 


NPN-July—Dec—1949 , 








FEDERAL GOVERNMENT - Cont'd 








House Judiciary Committee (Celler) — Cont'd 

May look into loan arrangements between 
insurance companies and oil companies, 
7/20, p- 5, A of N 

Terms divorcement last resort in antimon— 
opoly investigation, 7/13, p. 13 

Vandeveer, W.W, asked to testify before 
committee on Allied Oil Co, merger, 
10/19, p. 19 

Vandeveer, W.W. tells committee how feder- 
al tax laws forced him out of business, 
11/9, p. 19 





House Labor Committee (Lesinski) 
*Urges service station exemption from mini- 
mum wage (Fair Labor Standards Act), 
8/10, pe 13 





House Public lands Committee 
Midwestern producers to oppose bill requir— 
ing Agriculture Dept. to make mineral 
leases via competition, 8/3, p. 7, Wash. 
Colum 





House Small Business Committee (Patman) 
3 *Jersey Std, men see increased imports of 
residual as ‘gas' yields grow, 7/20,p.15, 
B jorkback 
Not to undertake study of advisability of di- 
vorcement, 8/10, p. 14 
" Patman appears to be using loaded dice in 





proposed antimonopoly probe, 7/13,p. 20, 
Edit, 


House Small Business Oil Subcom, (Keogh) 
Begins hearings on imports issue, 11/16, 
Pe 71 
*Bransky, chief of ECA's petroleum branch 
urges cutback in ECA expansion program, 
12/7, pe 16 
*To hear top officials of 9 companies at im 
ports hearings, 11/9, p. 19 
To study Mexican oil developments and ef— 
fect on Indpt. domestic producers, 11/30, 
De >» A of 
*Wilson, Dr. R.E., of Std, Ind, urges cut in 
1950 oil imports, 12/7, p. 16 





Joint Economic Committee (O'Mahoney ) 

Commerce Dept.*s Small Bus, Advisory Com, 
seeks loans to small business on Federal 
Housing Adminis, plan, 12/14, p. 13 

*Holman, Eugene, testifies that private in- 
vestment abroad will be hard hit if no 
solution is found to dollar-sterling oil 
question, pic, 10/5, p. 15 





Senate Agriculture Subcommittee (Gillette) 
Attitude of industry toward “alky gas" 
study by Gillette may intensify efforts to 
make it mandatory, 7/27, p. 5, A of N 





To continue hearings on using surplus grains 
) for production of alcohol as motor fuel, 
7/13, p. 13 





FED = (Cont'd) 


FEDERAL GOVERNMENT = Cont'd 





COMMITTEES — Cont'd 


Senate Banking & Currency Committee (May— 
bank 

*'Gas’ price hike defended by Nickerson 
of Socony=Vacuum in face of attacks on 
oil, chart, 7/6, p. 15 

Gives consideration to proposal to ex= 
pand gas price investigation to ine 
clude prices of solvents, 7/6, p. 9, 
A of N 

Premium gasoline controversy between 
Nickerson & Sen, Tobey crops up in 
Senate probe, 7/6, p. 11, Wash. Colum 

Oil's good record on gasoline prices 
needs telling, yet Maybank probers 
hear from only Socony-Vacuum, 7/20, 

p. 23, Edit. 

Road federation, co-op and union witnes= 
ses use Maybank hearing to promote spe= 
cial interest, 7/13, p. 19, Editorial 

Sees possibility of gasoline price study 
dying out, 8/24, p. 5, A of N 








Senate Commerce Subcommittee (Magnuson) 
Lists question of how to get Navy out of 
tanker business, high on priority list, 
12/28, pe 5, A of N 





Senate Interior Committee (O'Mahoney) 
Scheduled to hear tidelands bills, 
9/28, p. 20 





Senate Pubiic Works Conmittee 
May introduce legislation to launch high- 
way improvement program, 8/3, p. 5, 
A of N 





Senate Small Business Committee (Wherry) 
Wherry believes permanent committee my 
be approved, 7/13, p. 5, A of N 
Wherry may force roll call on pending 
resolution to make committee perman— 
ent, 7/13, pe 5, A of N 





CONGRESS 

Congress talks about helping smll busin- 
ess but does little, 11/9, p. 7, Wash. 
Colum 

Congressional drive for biggest federal 
highway aid program in history — will 
set off series of gasoline tax hikes, 
11/30, p. 7, Wash, Colum 

Move seen to write rules governing & dee 
fining powers of executive agencies, 
9/21, p. 7, A of N 

Oil will continue to get Congress’ atten— 
tion in 1950, List of bills and present 
status, 10/26, p. 21 

O*Mahoney Pricing and Fair labor Stds, 
legislation may be pushed through the 
mill, 8/17, p. 18 

Possibility of Congressional action on 
Tidelands and Pricing Practices bills 
this year fades, 8/31, p. 15 

*Stiff imports fight looms in next Con— 
gress session; comments by Swensrud, 
Follis, Rodgers, Jennings, Wilson & 
Watson, i1/23, p. 13 
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FEDERAL GOVERNMENT — Cont'd 





CONGRESS — Cont'd 

*Urged to encourage small business invest— 
ments thru creation of "Capital Bank® and 
overhaul of tax structure, 10/5, p. 13 

*Your Stake in Congress: 2nd session of 81st 
Congress marks start of first real show— 
down of so-called Fair Deal, 12/14, p. 23, 
#1 in a series of 4. 

*Your Stake in Congress: Numerous proposals 
and investigations affecting the oi1 in- 
dustry on tap when Congress resumes, 

12/21, p. 21, #2 in a series of 4, 

“Your Stake in Congress: Major clash on boost— 
ing taxes vs, cutting expenses expected to 
occur during 1950 session of Congress, 
12/28, p. 19, #3 in a series of 4, 

*Your Stake in Congress; Agenda aimed to at= 
tack big companies, aid small business, 
yet assure consumer of lower prices, 1/4/50, 
Po 2, #4 ina series of 4. 


FEDERAL HOUSING ADMINISTRATION 
*Loans to small business on FHA pattern pro— 
posed, 12/14, p. 13 





FEDERAL POWER COMMISSION 

Coal’s endorsement of Olds a move to tie up a 
competitor in federal strait jacket, 10/12, 
Po 23, Edit, 

Discourage congressmen from introducing legis— 
lation to regulate both oil & natural gas 
interstate trunk lines, 7/27, p. 5, A of N 

Olds, Leland’s nomination for third term doomed 
to defeat despite intervention by Truman, 
10/12, p. 18 

Opposition seen in confirming Leland Olds for 
another term on FPC, 8/31, p. 5, A of N 

Rayburn, Sam, provided real opposition to con— 
firming Leland Olds to FPC, 10/5, p. 5, A of N 

*Reports electric utilities shift rapidly from 
coal to oil and gas, tables showing consump 
tion, 11/2, p. 32 

Senate rejects nomination of Leland Olds, 
10/19, p. 18 

Senate Subcommittee rejects Leland Olds 7 to 0, 
10/5, p,. 13 

Socialism vs. free democracy is issue in Le— 
land Olds’ renomination, 10/5, p. 7, Wash. 
Colum 

Truman bowed to pressure in supporting Leland 
Olds, 10/12, p. 11, Wash. Colum 

Wallgren, Mon C, elected vice chairman for 
1950, 12/14, p. 14 





FEDERAL TRADE COMMISSION 

Carson, John nomination to FTC confirmed by 
Senate, 9/2, p. 17 

Charges are denied by Actane Chemical Co. (ad— 
ditive manufacturer), 11/30, p. 15 

Harley—Davidson Motor Co, of Milwaukee charged 
with exclusive dealing, 9/28, p. 24 

Harley-Davidson Motor Co, denies FTC charges of 
exclusive dealing, 11/2, p. 15 

Mason, Lowell B. renamed as member of FIC by 
Truman, 9/28, p. 22 

Mason, Lowell, nominated for 7 year term on FIC, 
10/12, p. 18 





FED — (Cont'd) 


FEDERAL TRADE COMMISSION — Cont'd 





OK's stipulations in Thermoil Lubricants 
Corp. — Penna, Grade Lube case, 11/30,p.15 

Two radiator compounds companies cited by 
FTC, Service Supply Co, and Big *"G* Distri- 
buting Co., 8/10, p. 19 


DETROIT CASE 

Dept. of Justice makes no decision as yet 
on representing FTC in Detroit case, 
10/12, p. 9, A of N 

Dept. of Justice to support plea for review 
of the Indiana—Detroit case, 10/26, p.22 

*Fuller, Hubert, gives clear account of Std, 
Detroit decision ~ its implications & ef- 
fects; text, 7/6, p. 35 thru 38 

*Review of FTC—Indiana case by Supreme Court 
foreseen, 11/2, p. 15 

Supreme Court agrees to hear Std. Ind, ap- 
peal from ruling of Circuit Court, 11/9, 

e 19 

will not get help from Dept. of Justice or 
state oil jobber associations in Detroit 
case hearing, 12/28, p. ll 


OIL HEAT CODE 

*Code opposed by National 0il Jobbers Coun— 
cil at meeting, 7/27, p. 14, Wollstadt 

Heating code delay rejected by FTC, 8/10, 
p. 23 

*Indpt. Oil Men's Assn. of New England ask 
delay; resubmission discussed, 7/27, 
pe 13, Bjorkback 

*Jobber groups attack FTC adoption of Oil 
Heat Code, list of new rules, 7/6,p.18, 
B jorkback 

Majority of OHI-IOMA leadership opposes 
code; members don't have to sign cards, 
7/13, p. 16 

*New England Oil Heat Code put into effect; 
FTC offer to hear brief protest de— 
clined, 8/3, p. 20, Bjorkback 

Oil mrketers' protests mean nothing as 
FTC flaunts authority by ignoring objec— 
tions to Oil Heat Code, 7/6, p. 21, 
Edit. 





TIRE DISCOUNT 

Extends to Dec. 5 deadline for acception 
written views on proposed law to fix 
maximum quantity price tire discounts, 
11/16, p. 71 

Hearing set for Jan, 9, 11/30, p. 23 

Indpt, tire dealer tactics (FTC tire dis- 
count) may hit consumer hardest, 12/7, 
po. 7, Wash. Column 

Nat. Assn, of Indpt. Tire Dealers to per— 
suade FTC to make tire quantity dis— 
count limits cover spare tires, 11/9, 
p. 5, A of N 

*Nat, Assn. of Indpt. Tire Dealers favors 
some kind of FTC limit on quantity dis— 
counts, 11/9, p. 40, Sturtevant 

Ruling viewed by many as peril to TRA de— 
partment, 10/19, p. 18 

Seeks limit on maximum tire sale dis— 
counts, 10/5, p, 18 
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FILMS 

—Oric puts out new film “last Ten Feet", 7/27, 
pe. 38 

‘ Std. (Ind.) has new promotion film "The Story 
') of Lubricating Oil", 9/21, p. 67 


ha A oi 20+ 


FINANCIAL REPORTS 
“Commerce Dept. plans survey of oil industry 
capital expenditures, 10/19, p. 19 
Commerce Dept. reports oil refining dividends 
drop during November, 12/28, p. 18 
*Increased expenditures for marketing facili- 
ties needed, says Wilson and Peake of Std, 
Ind., 8/17, p. 14 
National newspaper advertising expenditures of 
major oil companies, list, 9/14, p. 9, Mid- 
west Colum 
Union 011 Co, cuts quarterly dividend from 62,5¢ 
to 50¢, 10/5, p. 11, Pacific Coast Colum 
Union 0i1 Co,‘s Reese Taylor cites public bene— 
fit of free industry in financial report, 
8/3, p. 18 





ANNUAL 
Std. Oil Co. (N.J.) annual report wins "Os- 
car of the Industry" for best annual re— 
port, 9/28, p. 58 





HALF YEAR 
Drop sharply from 1948; Sun, Shell, Atlantic, 
7/27, pe 15 
August 3, p. 18: 
Anderson — Prichard 
Ashland Oil & Refining Co, 
{ ) Gulf Oil Corp. 
Lion 0il Co, 
Phillips 0il Co, 
Skelly Oil Co, 
Socony—Vacuum 
Std. Oil Co. of California 
Tide Water Associated 
Union Oil 


Aug. 10, pe 2: 
Continental 
Creole Petroleum 
Pure Oil 
Ohio Oil 
Atlantic Refining 
Richfield 
Kentucky Std. 
Deep Rock 
Seaboard Oil 


Aug. 17, pe 14: 
Atlantic 
Continental 


Ske lly 
Socony—Vacuum 
| Gulf S.0. Calif, 
Mid-Continent S.O. Indiana 
Ohio Oil $.0. (N.J.) 
Phillips S.0,. Ohio 
Pure Sun 
Shell Texaco 
Sinclair Tide Water 


Union 


) THIRD QUARTER REPORTS 
Earnings of 16 major oil companies dip, 

list, 12/7, p. 18 
Profits of 10 major companies show 1949 

drop, 11/2, p. 51 














FINANCIAL REPORTS — Cont'd 
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THIRD QUARTER REPORTS - Cont'd 
16 major oil companies dip in 9 month earn- 
ings as compared with 1948, 12/7, p. 18 


FIRE SAFETY LAW — See SAFETY 





FIVE—OFF GASOLINE STATIONS INC, 
Stage formal opening extravaganza for 2 super 
self=-serves, 8/10, p. 11, Pacific Coast 
Colum 





FLETCHER, ARCH E. 
American Petroleum Credit Assn, president, 
pic, 11/23, p. 12, frontis, 





FLORIDA INDEPENDENT PETROLEUM MARKETERS ASSN, 
Johnson, L.A., new pres., 10/5, p. 12, 
frontispiece 
*Rap co-op's tax privileges, military gaso- 
line sales, at meeting, 8/24, p, 18, 
Wollstadt 





FORD MOTOR COMPANY 
*Raviolo, V.G., gives use and merits of SW 
motor oil at SAE meeting, text, 11/9, 
Pe 26 





FOREIGN OIL 

*‘Bureau of Mines’ new monthly world oil sur 
vey sets oil products output at 224 mil- 
lion bbls., 9/28, p. 18 

*ECA seeks cutback in European expansion pro- 
gram for petroleum, 12/7, p. 16 

*Economic Cooperation Administration report 
indicates 1,250,000 b/d of foreign oil 
may be seeking U.S, market in next 4 
years, 10/5, p. 15 

International Code of Fair Treatment for 
Foreign Investments is a must for oil men, 
11/2, p. 7, Atlantic Coast Colum 

*Texas Mid-Continent Oil & Gas Assn, pro 
tests use of U.S, tax money on foreign 
oil development, 10/19, p. 24 





AUSTRALIA 
Std. Vacuum 0il Co, has new 1,200 refin- 
ery on stream near Melbourne, 7/27,p.20 


BELGIUM 
Std. (N.J.) to build 25,000 b/d refinery 
in Antwerp, 9/14, p. 18 


BRAZIL 
Govt. plans to buy steel in France for 
54,000 b/d refinery, 7/27, pe. 20 


CANADA 

Alberta & Saskatchewan limit refining 
capacity to local demand, 11/30, p. 5, 
A of N 

British American 0il Co, finishes Mon- 
treal refinery expansion, 12/14, p. 24 

British American Oil Co, lays off 270 
men at Clarkson refinery, 7/27, pe. 16 

By-law imposing early closing hours on 
gasoline stations in Hamilton, Ont, re- 
pealed, 11/16, p. 56 

Crude oil production doubles in 1949, 
10/5, pe 15 
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FOREIGN OIL — Cont'd 





CANADA — Cont'd 

Crude production during first 8 months 1949 
80.4% greater than last year, 11/30, p.15 

*eHaider, ML. of Imperial Oil Ltd, says Can— 
ada's goal of self-sufficiency in oil 
nearer as new fields come in, text, 9/14, 
pe. 48 

Imperial affiliate says western Canadian re— 
finery output will reach 90,000 b/d by 
1950, 9/28, p. 17 

Imperial Oil Ltd. plans new refinery in Mana- 
toba, 9/28, p. 58 

Imperial Oil Ltd, plans to raise $90 million 
for construction of pipeline from Alberta 
to Wis., 9/14, p. 18 

Limitation of imports affecting development 
of oil fields in Canada would peril future 
U.S. security, 12/14, p. 21, Mit. 

New Canadian oil fields cause Midwest refin— 
ery construction, 12/21, p. 5, A of N 

Produces crude at double rate of 1948, 7/13, 
p. 16 

Royalite Oil Co. to explore Queen Charlotte 
Islands for oil, 9/14, p. 18 

State Dept. checks with Canadian govt. on lube 
oil ban report, 9/2, p. 17 

*U.S, Camadian crude oil exchange proposed by 
Dr. O.B. Hopkins of Imperial Oil, 12/14, 
p. 15 


ENGLAND — (See also PIATT IN ENGLAND) 

*Ban on imports feared as move to oust U.S. 
oil holdings abroad, 12/28, p. 13 

*Britain to ban fuel oil, decrease gasoline 
imports from dollar sources, 12/21, p. 17 

British import ban may be more than result 
of Marshall plan, 12/28, p. 7, Wash. Col, 

Hallanan, Walter S, objects to oil financing 
of British now proposed, 10/19, p. 19 

High military figures favor using any means 
to compel British to relax currency exchange 
controls, 12/7, p. 5, A of N 

*Holman, Eugene says that private investment 
abroad will be hard hit if no solution is 
found to dollar-sterling oil question, 10/5, 
pe 15 

Lady Maynell of British Monopolies & Restric— 
tive Practices Commission in U.S, to study 
private restrictive practices, 10/12, p.ll, 
Wash, Colum 

Mattison, Gordon says there will be surplus 


of dollar oil due to reduction of pound ster 


ling, 10/5, p. 11, Pacific Coast Colum 
Sept. 6 starts new try at finding solution of 
Britain's economic difficulties, 8/17, p. 5, 
Aof N 
*Split of Dept. of State & Dept. of Treasury 
bars oil showdown with British, 10/19, p. 19 


ETHIOPIA 
Sinclair Oil Corp.'s Ethiopian concession 
brings $5 million suit from Leo Y, Chertok, 
12/14, p. 14 


*Story of how Sinclair got its oil drilling con- 


cession in Ethiopia, pics, 11/2, p. 22 and 
Cover, Bjorkback 


FOR — (Cont'd) 


FOREIGN OIL — Cont'd 





FRANCE 
Reports say French have exportable surplus 
of heavy fuel & Diesel fuel, 7/6, p. 9, 
AofN 


GERMANY 

Delegation from new German Republic in Wash. 
to discuss chances of getting dollar—oil 
under ECA, 11/16, p. 71 

*Platt, W.C., cites oil's role in the Ber 
lin air lift, pics, 8/31, pp. 21 thru 30, 
and Cover 

*War damage to oil's buildings in Berlin was 
heavy, pics, 9/28, p. 21, W.C, Platt 


HOLIAND 
Oil moves to markets on canals in Holland, 
pics, 10/26, p. 35 
*Shell stations in Holland offer some innova— 
tions, pics, 11/16, p. 54, Platt 


ITALY 
ECA underwrites oil equipment purchase deal 
at Trieste Italy, 7/20, p. 16, Bjorkback 


JAPAN 
Govt. invites bids on 4 million bbls, of 
crude to be paid in pounds sterling, 
10/19, p. 19 


MEXICO 

Congressional enthusiasm for Mexican oil 
loan wanes; is now matter of political 
considerations, 10/5, p. 5, A of N 

Formation test of first well being drilled 
in Mexico by Amer, Indpt. Oil Co, indi- 
cates production of 1,175 b/d, 11/30, 
p. 15 

House Small Bus. Com, to study Mexican oil 
developments and effect on indpt,. domes— 
tic producers, 11/30, p. 5, A of N 

Mexican govt, prepared to give U.S, pro 
ject by project control over spending of 
proposed loan, 12/7, p. 5, A of N 

*Mexican loan again up before several Con- 
gressmen, 12/14, p. 15 

Mexican oil loan question brought up as 
ECA prepares to finance European refin- 
ery expansion & crude oil exploration, 
3/17, pe 5,4 of N 

Mexico oil loan talks continue, 11/16, 
p. 9, Wash. Colum 

Oil loan try doomed from start as fore= 
cast here, 7/27, p. 7, Wash, Colum 

Runs short on gasoline for travelers, 8/3, 
pe 2 

«Snubs U.S. oil loan terms; new effort 
looms to renew talks, 7/27, p. 20 

State Dept, has approval of White House 
on details of loan to Mexico, 7/13,p.16 

State Dept. resumes loan to Mexico discus— 
sions, 10/5, p. 15 

Truman reiterates support of loan to Mex— 
ico for oil development, 7/20, p. 15, 
B jorkback 

Wants easing of loan conditions before re— 
suming talks, 8/3, p. 18 

Wolverton, Rep, attacks "secret diplomcy* 
involved in loan negotiations, 8/31,p.14 
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MIDDLE EAST 

Economic Co-operation Adminis discusses 
crude prices with American oil companies 
operating in Middle East, 11/9, p. 19 

Economic Co-operation Adminis. sounds out 
American oil companies in regard to estab— 
lishing FOB prices at ports of loading, 
11/16, p. 71 

Pipe arrives for western leg of TAPline, 
pic, 11/9, p. 40 

Vursell, Rep, asks Washington to stop empha— 
sizing importance of Middle East oil or 
get ready to protect it, 7/13, p. 16 


Kuwait 

Brown Drilling Co. joins forces with Kerr- 
McGee to carry out drilling operations 
in Kuwait, 9/14, p. 11, Pacific Coast 
Colum 

Converted LST to serve as headquarters for 
crew drilling first exploratory well for 
Amer, Indpt, 011 Co., 8/10, p. 5, A of N 


Saudi Arabia 


Joint exploration & test drilling program 
started, 7/13, p. 16 





SCOTLAND 
ECA approves construction of petroleum chem 
ical plant at Grangemouth, Scotland, 
12/7, pe. 16 


SPAIN 
Caltex Oil Products Co, acquires interest in 
refinery project at Cartagena, Spain, pic, 
7/20, De 16, Bjorkback 


SWEDEN 
Marketers criticize country’s gasoline ration— 
ing program, 8/24, p. 5, A of N 


TRINIDAD 
Trinidad Leaseholds, Ltd, hopes by 1952 to 
have modernized plants so they can supply 
all gasoline specifications, 11/30, p. 15 


VENEZUBLA 
Import ban threat seen reason for visit of Dr, 
Egana of Venezuela to U.S., 12/21, p. 9 
Wash, Column 
Refinery being erected with output of 30,000 
b/d, 9/28, p. 18 


YUGOSLAVIA 


Gets export license to buy and ship from this 
country 40,000 bbls. of aviation gasoline, 
11/16, p. 71 


FRAM, FORREST 
Pre ., Nat, Butane Propane Assn., 11/30, p. 10, 
frontispiece 





FRANCE — See FOREIGN OIL — France 


FRASER, ALEXANDER 
*Shell Union pres, terms rising cost of automo- 
tive transportation serious problem for oil, 
text, pic of Fraser, 9/28, p. 25 





ofit= 


FOR - FRO 


FREEDOM VALVOLINE OIL CO, 
*Sells out to Ashland Oil & Refining Co., 
12/28, p. 14 





FREIGHT RATES — See RAILROADS — Freight Rates 





FREYERMUTH, GEORGE H,. 
~~ New chairman, Oil Imdustry Information Com 
mittee, 12/14, p. 12, frontispiece 





FRONTIER REFINING CO, 

To build products pipe line from Cheyenne re— 
finery into eastern Nebraska, 12/14,p.9, 
Midwest Column 

To honor all oil company credit cards, 12/14, 
Po 9, Midwest Colum 





F RONT ISPIECE 
Amer. Petrol, Credit Assn. elects Arch E, 
Fletcher pres.; W.W. Rogers retiring pres., 
ic, 11/23, p. 12 
Baity, R.F. (Flake) vice pres, in charge of 
sales for Std. (Ind.), 9/28, p. 16 
Bellman, Vernon A., vice pres, & director of 
marketing, General Petroleum Corp., 9/21, 
Pp. 14 
Bock, E.F., pres, lowa Indpt. Oil Jobbers 
Assn., 7/6, po 14 
Buncutter, Robert E,, pres. Virginia Petrol 
eum Jobbers Assn., 7/13, p. 12 
Campbell, sam H,, heads Tennessee jobber 
oup; pres, Campbell Oil Co., 7/27, p12 
ttl em Campbell is not graduate of 
Yale-see letter filed "c* 8/1/49) 
Clark, Dayton P., Gulf Oil Corp., new API 
Lubrication Committee chairman, 8/31,p.10 
Denver Petroleum Club — officers & directors, 
8/10, p. 12 

Endter, E.W., pres. Calif. Oil Co., 10/19, 
p. 16 

Fram, Forrest, pres. National Butane—Propane 
Assn., 11/30, p. 10 

Freyermuth, George H,, new chairman of Oil 
Industry Information Committee, 12/14,p.12 

Giddens, Dr, Paul H, — Oil's historian, 
10/12, Pe 16 

Gray, Paul, new pres, Alabama Petroleum Job- 
bers Assn., 10/26, p. 16 

Haenggi, Arthur N,, new chairman 011 Indus— 
try TBA group, 12/21, p. 14 

Johnson, L.A., Woods Oil Co, new pres, 
Florida Indpt, Oil Jobbers Assn., 10/5, 
Po i2 

Markham, General Baird, becomes acting pres, 
of Amer, Petrol, Institute, 11/16, p. 14 

McClanahan, E.J., pres. of Std. of Cal., 
8/24, p. 12 

Merritt, Harold, pres. Michigan Petroleum 
Assn., head of Peerless Petroleum Co., 
9/14, p. 12 

Pew, J. Howard to receive API's Gold Medal 
for achievement, 11/2, p. 10 

Pew, James E., pres. Natural Gasoline Assn, 
of America, 7/20, p. 12 

Phillips, G.E. "Ed" new pres, Penna, Petrol. 
Assn., 12/7, po. 12 

Stewart, George L., pres. Imperial Oil, 
Ltd., 9/75 pe 14 

Stewart, Hugh A., new director of Interior's 
Oil & Gas Division, 11/9, p. 12, frontis. 
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FRONTISPIECE — Cont'd 
Taylor, Jess, of Taylor Oil Co, is new pres, 
South Dakota Indpt, Oil Men's Assn., 12/28, 





pe. 10 
Texas Oil Jobbers Assn, new pres, E,K, Bennett, 
8/17, pe 12 
Ulrope, Leonard E., vice pres, Esso Std., 
8/3, p. 12 
FUEL OIL 


Amer, Mineral Spirits Co, to expand marketing 
of heating oil in East, 11/2, p. 35 

Arrow Petroleum Co, offers fuel oil customers 
nine month budget plan, reproduction of ad, 





8/10, p. 24 
Barge fuel oil shipments down, pics, 8/31,p.35, 
Warren 


Barge terminal opened near Richmond by Fuel 
Oils, Inc., 11/2, p. 35 

*Bero, John builds fuel oil volume by personal 
solicitation, checking consumer demand, pic, 
11/30, p. 21, Castle Senanaieer for Profit) 

*Britain to ban fuel oil, decrease gasoline im 
ports from dollar sources, 12/21, p. 17 

Bunker "C*® fuel shipment be curtailed by 
rising shipping rates, 9/28, p. 9, A of N 

*‘Burner service competition keen; Wash., D.C. 
distributors offer free parts; contracts 
listed, 8/3, p. 32, Patla 

Coal to oil conversions seen for many Great 
lakes ships, 8/24, p. 5, A of N 

Company pays drivers of fuel oil trucks conmmis-— 
sion of 0.5¢ per gal. winter and summer, 
8/10, p- 5, A of N 

Distributors all set for cold weather so th 
can try out their delivery efficicncy, 12/7, 
po. 5, A of N 

Equipment dealers in North Carolina try to 
catch up on orders from fuel oil distributors 
for equipment now being required by state in— 
spectors, 12/21, p. 5, Aof N 

*Federal Power Commission reports electric utili- 
ties shift rapidly from coal to oil & gas, 
tables showing consumption, 11/2, p. 32 

Fuel oil men predict trouble this winter be— 
cause of hasty installation of cheap pot type 
burners & shortage of range fuel, 8/17, p. 5, 
AofN 

*Hoosier Coal & Oil Co, trebles loading rack 
speed, bulk plant storage capacity, pics, 
8/3, Pe 30, Boyd 

Jacobs, W.M., Vep. Southern Cal, Gas Co, says 
fuel oi1 is taking business away from natural 
gas, 12/14, p. 11, Pacific Coast Colum 

*Jersey men see increased imports of residual 
as "gas* yields grow, 7/20, p. 15, Bjorkback 

Material made available to local Oil Heat 
groups desiring to join in co-operative ad 
campaign, 9/7, p. 42 

National labor Relations Board favors truck dis— 
tributors of fuel oil, 9/7, p. 43 

*Natural gas competition for heating fuel mrket 
showing steady growth, 9/7, p. 42 

New construction of churches, hospitals & 
schools to be biggest source of new business 
for next two years, 8/31, p. 5, A of N 

New England fuel oil operators worried over 
natural gas being brought in by 3 pipe lines, 
9/21, pe 7, 4 of N 





FUEL OIL — Cont'd 
*New oil burning tobacco curer saves 30% in 






FRO — FUE 





fuel costs, pics, 8/10, p. 22, Sturtevant 

Oil Heat Institute has handy table that com 
putes oil vs. gas heat costs, 11/16,p.56 

*Recent adoption of ASTM specifications for 
fuel oil will force manufacturers of vapor— 
izing equipment to re—label products, 
10/12, p. 38, Sturtevant 

Several firms switch to natural gas heat to 
avert smog, 12/14, p, 11, Pacific Coast 
Col. 

Space heater manufacturers work on problem 
of vaporizing a 100% catalytically cracked 
heating oil in a pot=type burner, 11/23, 
p. 5, Aof N 

Steel industry uses 2 billion gals, of oil 
in 1948, 11/9, p. 20 

Tankers aplenty for heating oil shipments in 
sight now, 8/3, p. 9, Atlantic Coast Col, 

*Trice, Reginald, sets up station lessees as 
zone dealers to deliver No, 1 fuel oil to 
customers, map, 8/24, p. 30, Sturtevant 

Westland Oil Co, survey shows propane has 
slight edge on oil for heating, in North 
Dakota, 9/28, p. ll, Midwest Colum 


BRIEFS 


oes 10, pe 23 
ohio....--Offers dealers adv. bargain 


Scotland.,..Heating oil sales improve 

OHI,e+eecoco Meeting tells how to promote oil 
heat 

OHI (WA),..Bulletin urges membership in 
credit association 

OHI (NY)..-Series of co-operative newspaper 


ads 

OHI (MD)..eBanquet honors Oil Burner stu- 
dents 

OHI (WA)...Organizes 2 new committees — 
list 


OHI (Wis,) Ad gives comparative cost of 
coal, gas & oil heat 


OIL BURNERS & OTHER HEATING EQUIPMENT = See 
Main Head OIL BURNERS & OTHER HEATING 
EQUIPMENT 


OIL HEAT CODE 
Heating code delay rejected by FTC, 8/10, 
Pe 23 
*Indpt, Oil Men's Assn, of New England ask 
delay; resubmission discussed, 7/27,p.13, 
jorkback 
*Jobber groups attack FTC adoption of oil 
heat code, list of new rules, 7/6, p.18, 
B jorkback 
Majority of OHI-IOMA leadership opposes 
code; members don't have to sign cards, 
7/13, po 16 
*Nationai Oil Jobbers Council opposes code 
at meeting, 7/27, p. 14, Wollstadt 
New England Oil Heat Code put into effect; 
FTC offer to hear brief protest de— 
clined, 8/3, p. 20, Bjorkback 
Oil Heat Code being used by OHI group to 
push new oil heat business, 9/14, p. 46 
Oil mrketers' protests mean nothing as 
FTC flaunts authority by ignoring ob- 
jections to oil heat code, 7/6,p.21, 
Edit. 





NPN—July Dec—1949 











FUEL OIL — Cont'd 


OIL HEAT CODE — Cont'd 


Provision against "Loss Leaders" may apply to 
oil burner service charges, 8/17, p. 5, 
4 A of N 
PRICES 


*Bureau of labor Statistics reports heating oil 
prices increase in Aug. 15 — Sept, 15 period 
in most cities, tables, 11/9, p. 24 

*Campbell, J.G. of Deep Rock tells how imports 
affect residual market; current refinery- 
retail gasoline price spread cited, chart, 
12/7, p. 17 

Cost comparison between gas, fuel oil cited 
by Joseph B, Wells, table, 10/12, p. 38 

Maybank, Sen., receives replies to criticism 
on increased heating oil prices, 10/19,p.19 

Wells, Joseph, stresses price factor to point 
up growing gas competition to oil heat in 
New England area, 11/2, p. 35 


SUMMER FILL 
Fuel oil men urged to put on the ‘heat’ now 
for summer fills to avoid customer hard- 
ship, 8/17, p. 17 
Higher prices next winter may result from lack 
of summer fill, 8/3, p. 5, A of N 
lag on summer fill seen as trouble source for 
winter, 7/6, po 11, Atlantic Coast Colum 
Newspaper columnist aids summer fill in Minne- 
sota, 9/14, p. 7, Midwest Colum 
Public warning on heating oil may save suppli- 
\ ) ers trouble later, 9/7, p. 21, Edit. 
Wells, Joseph B., analyzes failure of summer 
fill discounts, Sept. 7, p. 22 
White, J.H, of Hewitt Oil Co. defends job 
bers on fuel oil summer fill, in letter, 
8/31, po 14 
Summer fill plan draws few takers in southern 
New England, 8/10, p. 9, Atlantic Coast Col. 
Summer fuel oil fill incentives are inade— 
quate, jobbers declare, 7/6, p. 12, Midwest 
Column 


SUPPLY—DEMAND 
Calif. oil men greet cold snap as fuel oil de= 
mand booster, 12/21, p,. 13 
Collier; H.D., of Cal, Std. says tight coal 
situation will relieve California fuel sur— 
plus, 10/12, p. 15 
Diminished railroad demand for heavy fuel 
causes Mid-Continent refiners to try to re— 
duce freight rates to Gulf, 9/28, p. 9, 
A of N 
Full tanks will prevent trouble in Washington 
next winter and help assure future of oil 
i heat, 8/3, p. 19, Edit. 
Heating oil demand cuts stocks sharply, 12/7, 
p. 18 
*Heating oil outlook good in 12 recession—hit 
cities, 8/17, p. 13, Bjorkback 
Heavy fuel shipments east may help Calif. sur 
plus, 10/12, p. 15, Pacific Coast Colum 
Light oils join residual fuel in Wst's over 
Supply dilemm, 10/5, p. 11, Pacific Coast 
Colum 
- Major company sources point to ways “out” in 
preventing fuel oil shortage this winter, 
10/12, p. 9, A of N 
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FUEL OIL = Cont'd 


SUPPLY<DEMAND = Cont'd 

Marketers see Calif, as. potential source of 
supply for Midwest distributors on inland 
waterways, 10/19, p. 9, A of N 

Midwest residual stocks dip as steel strike 
ends, 11/23, p. 15 

*eNational Petroleum Council, Interior Dept. 
concerned over slow movement of fuel 
oils, 8/3, p. 20 

*NPN survey shows no supply problem seen on 
No. 1 fuel oil this winter; reports on 
developments which may affect outlook, 
10/12, p. 38, Sturtevant 

Oil Industry Information Committee chart 
shows growth of fuel oil demand from 1918 
thru 1948, chart, 10/19, Cover 

Some signs indicate burning oil my be mov— 
ing faster at last, 8/17, p. 9, Atlantio 
Coast Coiuwm 

*Stock of residuals rise in Midwest but sup— 
plies in Chicago are tight, 11/2, p. 17 

Union Oil Co.'s accruement of heavy surplus 
spotlights oil problem in West, 9/7, 
pe 13, Pacific Coast Colum 


FUEL OILS, INC. 
Opens fuel oil barge terminal near Richmond, 
11/2, p. 35 





FUELS OF THE FUTURE — See AMERICAN PETROLEUM 
INSTITUTE — Refining Division 





FULLER, HUBERT B, 
*Gives clear account of Std. Indiana-FTC De— 
troit case, at Tennessee Oil Men's meet— 
ing, text, 7/6, p. 35 thru 38 
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GASOL INE 
Alabama tax commissioner restrained from en- 
forcing new regulation requiring coloring 
of refund gasoline sold for agriculture pur— 
poses, 11/9, p. 17 

*AFL Chicago gasoline truck drivers strike 
ends, 9/7, pe 16 

*AFL gasoline drivers strike continues; Chicago 
gasoline supply dwindles, 8/24, p. 16 

*AFL permits Indpts. to open stations; Chicago 
gasoline famine ends, pics, 8/3l,.p, ll 

*AFL strike of 1,300 oil drivers hits numerous 
stations in Chicago area, 8/17, p. 16 

*Britain to ban fuel oil, decrease gasoline im— 
ports from dollar sources, 12/21, p. 17 

*Calif. Std. compelled to sell Eagle Oil & Re— 
fining Co, gasoline, 7/13, p. 15 

*Contracts to 2 suppliers of self-serves in 
Calif. ended, (Eagle-Socal; Shell-Ben Hur), 
7/6, pe 19 

*Gasoline outlook good in 12 recession-—hit 
cities, 8/17, p. 13, Bjorkback 

Heavy fuels surplus seen cause of ‘gas’ con— 
tract cancellations, 7/13, p. 11, Pacific 
Coast Colum 

Refinery yields of gasoline increase sharply in 
30 years; average yields of principal pro- 
ducts per barrel of crude oil runs to stills 
1918 thru 1948, table, 11/30, Cover 

Richfield Corp. distributes anti-rust gasoline, 
7/6, po 13, Pacific Coast Colum 

Rio Grande Petroleum Products, Inc. introduces 
rust proof gasoline, 7/20, p. 11, Pacific 
Coast Colwm 

*Spark plug sales can increase profits, help 
protect gasoline brand preference, 9/21,p.46, 
Sturtevant 

Tourist trade keeps gallonage up despite in- 
dustrial curtailment, 8/3, p. 5, A of N 

Wholesale distribution of gasoline in Calif, 
hits new high in September, 11/30, p. 9, 
Pacific Coast Colum 


ALKY GAS = See ALCOHOL 


OCTANE RATINGS 

*Continental, Cosden & Ohio Oil have new re= 
fining wits to increase octane ratings, 
10/12, p.19 

‘Ethyl’ and other premium gallonage percent— 
ages as compared to total U.S. motor fuel 
sales, table, 11/30, p, 14, Ridder 

Gulf 011 Corp, refinery expansions improve 
competitive position to meet future higher 
octane demands, 11/2, p. 13 

*Ind, Std, markets new winter gasoline (1950 
Standard White Crown) pic, 11/30, p. 17 

Marketing of Republic Oil's PD gasoline to 
be extended to Tampa, Fla, area Nov, 30, 
11/23, p. 53 

Mississippi oil men to recommend state sys= 
tem of measuring gasoline octane rating be 
changed to research method, 11/30, p. 5 
Aof N 

Oil men speculate on effect Republic Oil 
Co.'s new PD gasoline will have on fuel 
injection, 8/24, p. 5, A of N 

Premium gasoline being pushed in New "ng— 
land, 8/10, p. 9, Atlantic Coast Column 


s 
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GASOLINE — Cont'd 


OCTANE RATINGS —- Cont'd 


Premium gasoline controversy between Nicker— 
son & Sen. Tobey crops up in Senate probe, 
7/6, pe 11, Wash, Column 

Republic extends PD gasoline mrketing 
area; bulk sales show increase of 35,34%, 
9/7, p. 18 


*Republic Oil Co.'s new PD ‘gas‘ with com 


bustion catalyst cuts car octane needs, 
8/3, pe 17, Boya 

Research may present gasoline which will 
make present octane rating methods obso— 
lete, 11/2, p. 5, A of N 


*Search for fuel for future cars portends 


keener refinery marketing competition, 
tables, 11/30, p. ll, Ridder 
Shippers in Great Lakes pipe line asked for 
recommendation as to whether motor or re— 3 
search rating should be used, 12/14, p.5, 2 
A of N 
Show gain for third straight year; U.S, 
premium average is 79.7, table, 7/27,p.17 
Some oil executives fee] auto industry 
should solve problem of fueling higher 
compression engines, 9/7, p. 9, A of N 
Trend in antiknock quality of regular and 
premium gasoline sold in U.S, 1930— 
1948, table, 11/30, p. 12, Ridder 


ani: 


PRICES 


Ban on below-cost sales given considera— 
tion in Springfield, Mass. gasoline 
price war, 8/24, p. 23 

Calif. ban on price — cut signs seen head— ) 
ache for many dealers, 7/20, p. ll, 
Pacific Coast Colum 

Calif. ban on price cut signs still in 
court's hands, cartoon, 10/26, p. 15, 
Pacific Coast Colum 

Calif. law banning gasoline cut-rate price 
signs to be fought by self-serve opera— 
tors, 9/21, po 13, Pacific Coast Colwm 

Calif. state anti-cut rate gasoline sign 
bill goes into effect Sept. 24, 9/14, 
Po ll, Pacific Coast Colum 

*Campbell, J.G, of Deep Rock 0il Corp. 
tells how imports affect residual mr— 
ket; current refinery retail gasoline 
price spread cited, 12/7, p. 17 

Dept. of Justice asked to investigate 
Minnesota gasoline prices, 9/14, p. 15 

Gasoline Price probe in Minnesota headed 
off by Std, Ind. price change, 9/21, 
po 17 

Gasoline price prebe started in Minnesota 
by Milton Rosen, 8/17, p. 17 

Gasoline price probe started in Minnesota 
by Milton Rosen seen collapsing, 8/31, 
p. 5, A of N 

IPAA gasoline average shows 0,003¢ in— 
crease (June 1949), index, 7/13, p. 18 

*Ind, Std. bans all formula pricing; 
Group 3 is dropped, comments, text of 
announcement, 9/14, p, 13 

ind. Std. new price policies don’t change 
position as biggest influence in Mid— 
west market, 9/21, po 23, Edit. 
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GASOLINE — Cont'd 


PRICES — Cont'd 
*May bank, Senator opens fire again on oil; 
urges gasoline prices be slashed, 9/21, 
p. 17 
Oil's good record on gasoline prices needs 
telling; yet Maybank probers hear from 
only one company, 7/20, p. 23, Edit. 
Possible effect of California cut-rate gaso— 
line sign ban given, 9/28, p. 15, Pacific 
Coast Colum 
Possibility of gasoline price study dying 
out, seen, 8/24, p. 5, A of N 
Post exchange curtailment by govt. brings to 
light misuse of govt. cut price gasoline, 
8/10, p. 5, A of N 
*Price hike defended by Nickerson of Socony— 
Vacuum, in face of attacks on oil, chart, 
7/6, po 15 
Prices still far below cost of living index; 
chart, 7/6, Cover 
*Public opinion study of oil shows gasoline 
price criticism has spread, 9/21, p. 16 
*Rein Motors lose court fight to retain low 
price schedule, 7/27, p. 15 
Sohio newspaper ad tells readers how public, 
not companies set gasoline prices, 8/17, 
Po 24 
Trip to Alaska convinces newsman U.S, 'gas' 
cheap, 8/3, po. 7, Wash, Colum 


SALES 

Co=—op Assn. of laCrosse County in Wis, re= 
ports no headway in boosting gasoline sales 
due to city's unstable prices, 10/26,p.13, 
Midwest Column 

High pressure gasoline sales plan introduced 
in Washington, D.C.; designed for nationwide 
distribution, 7/13, p. 5, A of N 

‘Motor oil to gasoline sales ratio rising but 
fails to equal 1948, survey shows, tables, 
mp, 12/7, po 13 & Cover, Wollstadt 

Recession fails to brake gasoline sales in 
Midwest, 7/27, pe 9, Midwest Colum 

Steel strike slows gasoline sales in steel 
centers, 10/19, p. 22 


SYNTHETIC -— See Main Head SYNTHETICS 
TAXES — See TAXES = Gasoline 


3ASOLINE RETAILERS ASSN, OF NEW YORK STATE 
Discounting at service stations in Brooklyn 
bolsters associations drive for state—below 
_ cost sales ban, 11/16, p. 5, A of N 
Plug for local self-serve bans, 11/23, p. 5, 
A of N 





GENERAL MOTORS CORP. 

Antitrust suit seeks divorcement of duPont, GM 

_ from tetraethyl lead business, 7/6, pe 20 

vadillac to recommend 2,000-mile iubrication, 
9/21, p. 19 

Indpt, Oil Compounders Assn. members to market 
automatic transmission fluid approved by GM, 
8/17, p. 14 

*Mougey, H.C., gives views on 5W motor oil, at 
API meeting, text, 11/9, p. 32 
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GAS — GOA 


GENERAL MOTORS CORP, — Cont'd 
Quaker State Refining Co, announces sale of 
automatic transmission fluid for GM cars, 
8/10, pe ll, Pacific Coast Colum 
To drop territorial protection in contracts 
with dealers, 9/21, p. 20 





GENERAL PETROLEUM CORP, 

Adopts accordion-fold maps, 7/13, p. ll, 
Pacific Coast Colum 

Announces indefinite extension of pension 
adjustment plan, 8/10, p. ll, Pacific 
Coast Colum 

Bellman, Vernon A., vice pres, & director of 
marketing, 9/21, p. 14, frontispiece 

Concludes negotiations with AFL on contract 
covering boiler makers, 8/10, p. 11, Paci- 
fic Coast Colum 

Contributes driver education testing devices 
to state, 8/31, p. 9, Pacific Coast Colum 

Expands plants to correct gasoline-residual 
jam, 8/17, p. 11, Pacific Coast Colum 

Interrupts flow of oil from Los Angeles Ba- 
sin to Mojave Desert, because of low de= 
mand, 9/7, pe 13, Pacific Coast Colum 

Minckler, Robert L., criticizes British le- 
bor govt., 8/24, p. 11, Pacific Coast Col- 
umn 

Reservoir in Torrance tank farm now receiv— 
ing fuel oil, 7/20, p. 11, Pacific Coast 
Colum 

To finance 10 one-year scholarships, 9/14, 
Po ll, Pacific Coast Colum 





GEORGI, CARL W. 
*Discusses advantages & disadvantages of SW 
motor oil at API meeting, text, 11/9,p.31 





GEORGIA INDPT. OIL MEN'S ASSN, 
*Co—operatives' tax-free privileges hit at 
convention; discusses motor oil sales, 


7/20, Po 20 


GERMANY — See FOREIGN OIL — Germany 








GIDDENS, DR. PAUL H. 





Oil's historian, 10/12, p. 16, frontis, 


GILLETTE, SENATOR - (See also — FEDERAL 





GOVERNMENT — Committees, Senate Agriculture 

Subcommittee (Gillette)) 

Bill urges alky plants be kept in stand-by 
shape, 8/10, p,. 19 

Enliists some support in House for oil di- 
vorcement bills, 7/6, p. 9, A of N 

Still waits for reply from DJ on what suoc- 
cess it had had in enforcing compliance 
with judgment rendered in Elkins Act 
Pipe Line Suit, 12/21, p. 15 








GILMORE OIL Co. 





New semi—seif-serve in Los Angeles, pumps 
gasoline, that’s all, 7/27, p. ll, 
Pacific Coast Colum 


GOAL INSURAIDE MACHINE INC. 





Coin—in—slot insurance policies for motor 
ists set for ‘gas’ stations, 7/27, p. 18 
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GRANT, SHERMAN 
*Personal service and solicitation builds gal- 
lonage in farm area, pics, 10/26, p. 30, 
Castle 





GRAY OIL CO. 
Gray, Paul new head of Alabama Petroleum Job- 
bers Assn., 10/26, p. 16, frontispiece 





GRAY, PAUL 
Aiabama Petroleum Jobbers Assn. new preSe, 
10/26, pe 16, frontispiece 


GREAT BRITAIN — See FOREIGN OIL — Ingland 





GREAT LAKES 
Administration tips hand on Great lakes "Tide— 
lands", 9/7, p. 11, Wash. Colum 





GREAT LAKES PIPE LINE CO, 

Kuthorizes $7 million expansion, 10/26,p.28 

Awards contracts for pipe line between Minne— 
apolis and Des Moines, 10/5, p. 18 

New expansion program slowed down because of 
steel strike, 11/9, p. 18 

Plans $55,000,000 expansion, 7/27, p. 16 

Starts $37.5 million program to boost line 
capacity 1 million b/d, 8/17, p. 24 

Will add natural gasoline to products handled, 
11/16, p. 5, A of N 





GULF COAST REFINERS ASSN, 

Reorganization may be forerunner of effort by 
Indpt. refiners to get attention for their 
problems, 8/17, p. 5, A of N 

Seek to expand organization with new members, 
10/5, p. 36 





GULF OIL CORP, 
Buys Phillips Oil Co., northern New Jersey job-— 
ber, 9/14, p. 67 
*Clark, D.P., discusses oil change at Indpt, Oil 
Compounders' meeting, 10/5, p. 16, Castle 
Clark, Dayton P., new API Lubrication Committee 
Chairman, 8/31, p. 10, frontispiece 
*Clark, Dayton P,, tells how oil industry can 
help itself by educating motorist on value of 
auto maintenance practices, text, 9/28, p. 29 
Conducts safe-driving classes, 9/7, pe 60 
Introduces new type automatic transmission 
fluid and gives dealer training in servicing, 
11/16, p. 56 
*Marketing reorganization=regroups sales of ac 
tivities by class of customer, not products, 
chart of reorganization, 10/19, p. 20 
*Mellon, W.L. former Board Chairman, dies, pic, 
10/12, p. 22 
Mideyear financial report, Aug. 3, p. 18, 
Aug. 17, p. 14 
9 month earnings dip below 1948, 12/7, p. 18 
Refinery expansions improve competitive posi- 
tion to meet future higher octane demands, 
11/2, p. 13 
Third quarter financial report, 11/2, p. 51 
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HAENGGI, ARTHUR N. 





Yew chairman 011 Industry TBA group, 12/21, 
po. 14, frontispiece 


HAIDER, M. Le 
eimperial Oil Ltd.*s director of production 
says Canada's goal of self-sufficiency in 
oil nearer as new fields come in, text, 
9/14, pe 48 





HALLANAN, WALTER S. 
Blasts attacks on bigness of business, 7/20, 
p. 14 





HANCOCK OIL CO. 

Biggest individual gasoline distributor in 
Calif., after “big seven", 8/24, p. 11, 
Pacific Coast Colum 

launches campaign to plug American free enter— 
prise system, 7/20, p. 11, Pacific Coast Col. 





HARLEY-DAVIDSON MOTOR CO. 
Charged with exclusive dealing, 9/28, p. 24 
Denies Federal Trade Commission charges of ex- 
clusive dealing, 11/2, p. 15 





HARRIS NATIONAL OIL POLICY COUNCIL PLAN — See 
FEDERAL GOVERN — Committees, House Commerce 
0i1 Subcommittee (Harris) 











HARRIS. REP, — See FEDERAL GOVERNMENT — Committees, 





House Commerce Oil Subcommittee (Harris) 





HEWITT OIL CO, 
‘Educational theme used in ads to encourage 
1,000 mile oil change, 10/26, p. 38 
White, J.H, defends jobbers on fuel oil summer 
fill, 8/31, p. 14 





RIGHWAYS 
“Both House & Senate plan to launch highway im 
provement bills, 8/3, p, 5, A of N 
Congressional drive for biggest federal highway 
aid program in history — will set off series 
of gasoline tax hikes, 11/30, p. 7, Wash, 
Colum 
Marsh, J,L., of Ohio Petrol, Marketers Assn., 
cites good roads in Ohio, at meting, 9/28, 
p. @2, Sturtevant 
More road dollars asked to reduce auto costs, 
8/10, po 43 
National Highway Users Conference may oppose 
rural road aid by federal govt., also anti- 
diversion, 10/12, p. 9, A of N 
*Non—highway use of gasoline tax funds reduces 
gasoline consumption, hurts public; tables, 
Charts, map, 12/28, p. 30 & Cover 
Ohio’s director of highways future meet ing 
plans may result in more wniform truck regula— 
tions, 7/6, p. 9, A of N 
Pennsylvania Turnpike Commission makes plans 
for letting concession on turnpikes eastern 
extension, 7/27, p. 5, A of N 
Penna, Turnpike Commission may use split sta= 
tion facilities on projected extensions of 
highway, 10/19, pe 9, A of N 
Public Roads Administration shows motorists 
Continue to set new traffic records in 1949; 
Chart, 8/10, Cover 
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HIGHWAYS — Cont'd 

Virginia state highway dept. reports rubber 
mixed with asphalt for highway surfaces 
lessens skidding in wet weather, 12/21, 
pe 9, Wash. Column 

West Coast may experience large building 
programs as new highways are completed, 
11/2, p.- 5, A of N 


HILL, GEORGE A, 
*Houston Oil Co, pres. dies en route to Amer— 
ican Petroleum Institute meeting, pic, 
11/9, p. 18 





HILL OIL Co, 
Increases gallonage in 10 year period more 
than 1500%, pics, 10/26, p. 36 





HILTS, HARRY B. 
Comments on ways suppliers help jobber im- 
prove his business, at Esso Std. confer 
ence, 10/5, p. 7, Atlantic Coast Colum 





HOLADAY,, W. M. 

*Urges greater utilization of energy at 
Fuels of Future Forum at API annual 
meeting, partial text, 11/16, p. 24, 
Guthrie 





. 


HOLLAND — See FOREIGN OIL — Holland 


HOLMAN, EUGENE 
*Claims private investment abroad will be 
hard hit if no solution is found to dol- 
lar—sterling oil question, pic, 10/5,p.15 





HOOSIER COAL & OIL CO, 
*Trebles loading rack speed, bulk plant stor 
age capacity, pics, 8/3, p. 30, Boyd 





HOPE, STANLEY C, 
Elected new pres. Esso Std, Oil Co., pic, 
10/26, po 2 








HOUDRY PROCESS CORP, , 
Will move principal offices, 12/21, p. 43 





HOUSTON OIL CO. 
*Hill, George &., pres., dies en route to 
American Petroleum Institute meeting, 
Pics 11/9, Po 18 





HUDSON MOTOR CAR CO, 
Reports it’s ready for higher compression, 
7/27, po 18 





HUMBLE OIL & REFINING COMPANY 

*Gonzalez, Richard J., says oil use will 
gain 3% annually wtil 1960, at API an- 
nual meeting, 11/23, p. 17 

Plans $18 million pipe line, 8/10, p. 19 

*Sweet, Art. TBA Mgr. says restrict TBA 
lines to most frequently needed items, 
pic of Sweet, 10/5, p. 2 

3--point program boosts Humble Oil from 5th 
to 2nd place as marketer of gasoline in 
Texas, 11/30, p. 23 








HURD, SAM 

Claims service centers may be key to prob= 
lem of station service, 10/26, p. ll, 
Midwest Column 
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IDAHO 
Begins survey of state highway system, 7/13, 
pe ll, Pacific Coast Colum 


ILLINOIS 
Legislature fails to establish Chicago Port 
Authority; Chicago District Waterways Assn, 
forms, 7/13, p. 9, Midwest Colum 
Nehru, Pandit, visit to Illinois impresses him 
with use of LP gas in rural districts, 
11/23, p. 9 
*Use of ice-breaking units is urged to keep 
Tllinois Waterway open, 11/30, p. 33, Warren 


ILLINOIS PETROLEUM MARKETERS ASSN, 
Primm, Glenn A., urges fuel oil men to promote 
summer fills to avoid customer hardship, 
8/17, po 17 





IMPERIAL OIz CO., LID. 

Affiliate says western Canadian refinery out— 
put will reach 90,000 b/d by 1950, 9/28, p.17 

*Haider, M.L. says Canada's goal of self-suffi- 
ciency in oil nearer as new fields come in, 
text, 9/14, p. 48 

*Hopkins, Dr. 0.B., proposes U.S, — Canadian 
crude oil exchange, 12/14, p. 15 

Plans new refinery in Manatoba, 9/28, p. 58 

Stewart’, George L., pres., 9/7, pe 14, frontis. 





IVPORTS — EXPORTS 

*Battle for oil import restrictions to continue, 
IPAA members told at 20th anniversary meet— 
ing, 10/12, p. 21 

*Britain to ban fuel oil, decrease gasoline 
imports from dollar sources, 12/21, p. 17 

British import ban may be more than result of 
Marshall plan, 12/28, p. 7, Wash, Colum 

Brown, Russell replies to NPN editorial on im 
ports, 11/2, p. 19, Edit, 

Brown, Russell B., senators denounce large im 
ports of oil in trade agreements debate, 
9/14, p. 18 

Calif, claimed self-sufficient in petroleum, 
import suspension asked, 7/13, p. ll, Paci- 
fic Coast Colum 

*Campbell, J.G. of Deep Rock Oil Corp., tells 
how imports affect residual market; current 
refinery-retail gasoline price spread cited, 
charts, 12/7, p. 17 

‘Closed Shop’ stand of domestic producers on 
imports not conducive to competition or na= 
tional security, 10/19, p. 21, Edit, 

Commerce Dept. places more oil equipment items 
under export controls, 11/9, p. 19 

Congress won't act on oil imports in 1949 but 
fight to get restrictions continues; com 
ments by Collier of Socal & Sen. Lodge, 
10/12, p. 21 

Domestic producers forecast 850,000 b/d import 
of foreign oil in 1950, 11/23, p. 7, Wash, 
Colum 

Domestic refiners estimate exports of lube oils 
will come dow to less than 50% of current 
volume within next 5 years, 10/26, p. 9 
A of N 

E, Coast jobbers not too hopeful in getting 
National Oil Jobbers Council to protest addi- 
tional restrictions on oil, 11/2, p. 5, A of 
N 





» 
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IMPORTS =— EXPORTS — Cont'd 

*Economic Cooperation Administration report 
indicates 1,250,000 b/d of foreign oil to 
seek U.S. market in next 4 years, 10/5, 
p. 15 

*England's ban on imports feared as move to 
oust U.S, oil holdings abroad, 12/28,p.13 

*Export of oil burning equipment shows upward 
trend so far in 1949, 11/2, p. 34 

Foreign vs. domestic crude balance believed 
in offing, 7/27, p. 7, Atlantic Coast Col. 

*House group to hear top officials of 9 com 
panies at imports hearing, 11/9, p. 19 

House Small Business Committee to resume in- 
vestigations of impact of oil imports on 
domestic market, 7/13, p. 16 

House Small Business Keogh Committee begins 
hearing on imports issue, 11/16, p. 71 

Import ban threat seen reason for visit of 
Dr. Egana of Venezuela to U.S., 12/21, 

Pe 9, Wash. Colum 

*Imports rapped in IPAA's report on supply— 
demand to Interstate Oil Compact Commis— 
sion, 9/7, p. 18 

IPAA begins last fight for congressional 
limitation on imports, 7/13, p. 16 

IPAA & OWIU campaign to limit oil imports, 
7/20, pe 15, Bjorkback 

Indpt. Petrol, Assn. of America reports if 
imports reach level of 850,000 b/d early 
in 1950, domestic crude production will 
be cut, 12/14, p. 15 

*Indpt. Petroleum Assn, of America reports on- 
ly 190,000 b/d imports required first 
quarter 1950, 12/14, p. 22 

*Indpt. producers spur new move to limit im— 
ports, 9/28, p. 17 

*Jersey Std. men see increased imports of re— 
sidwal as 'gas'* yields grow, 7/20, p. 15, 
Bjorkback 

Jersey Std, reports its imports for 1950 
will average 202,100 b/d, 12/14, p. 15 

Limitation of imports affecting development 
of oil fields in Canada would peril future 
U.S. security, 12/14, p. 21, Edit, 

Limiting oil imports by quantity and not 
tariffs opens door to govt. and political 
meddling, 11/2, p. 19, Bdit. 

Marketers say imports will be a price-wise 
competitive factor only when 15% of domes— 
tic demand for crude is imported, 10/26, 
Po 9 

Military sees imports as hemisphere prob-— 
lem, 8/31, po. 14 

Nat. Fed. of Indpt, Business Men, Inc, 
alarms industry by questions asked on 
questionnaire re imports, 11/30, p. 8, 
Atlantic Coast Column 

Nat. Petrol. Council names 24 member commit— 
tee to study question of imports, list, 
8/10, p. 13 a neal 

Nat. sml1l businessmen's group prepares to 
blast dangers of oil imports, 11/23, p. 5, 
A of N 

Petroleum Refining Inc.'s vice pres, takes 
issue with IPAA's Brown on refinery pro- 
fits at current crue prices, 10/5, p. 49 

*Second quarter oil imports set new record; 
Brown cites companies’ failure to cut 
back, 8/10, p. 18 
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IMPORTS — EXPORTS — Cont'd 
Showdown fight on move to restrict imports 
looms in forthcoming Senate debate, 8/10,p.13 
Showdown on imports issue delayed but signs in- 
j dicate solution; Jobber & Refiner import sub— 
committee, list of members, 10/26, p. 41 
Spencer, P.C., pres. Sinclair, gives import 
probers his definition of available crude, 
11/30, po. 7, Atlantic Coast Colum 
State dept. doubts imports hurt domestic indus— 
try; IPAA skeptical of Jersey's stand on im 
ports, 8/17, p. 20 
State Dept.’s report minimizing effects of im- 
ports should intensify demands for quota on 
imports, 10/12, p. 9, A of N 
State Dept. reworks analysis of oil imports out— 
look to reflect upward trend in derand, 
9/14, p. 18 
«Stiff imports fight looms in next Congress ses— 
sions comments by Swensrud, Follis, Roses 
Jennings, Wilson & Watson; 8 majors outline 
1950 imports program, 11/23, p.'13 
Thomas, Senator, introduces as separate bill 
; his proposal to limit imports, 10/19, p. 19 
Thomas, Sen. will again try for imposition of 
quota limiting foreign oil imports to 5% 
of U.S. requirements, 12/14, p. 15 
Thompson, Ernest 0., reports reduced imports in 
near future, 8/24, p. 15 
Wherry, Sen. sees no O.K, for oil imports curd, 
11/23, po 14 
eWiison, Dr. R.E. of Std, Ind. urges cut in 1950 
imports of oil, 12/7, p. 16 














PRTC. 


anne 





*Annual convention hears Lubricate for Safety 
talks by Clark of Gulf & Hary L. Moir of Pure, 
10/5, p. 16, Castle 

Cite accomplishments in one year at meeting, 
10/5, Pe 9, Midwest Colum 

List of new officers and directors, 10/5,p.16, 
Castle 

Meeting program completed for Sept. 26-27, 

9/14, po 67 

To market automatic transmission fluid approved 

by General Motors, 8/17, p. 14 


D INDEPENDENT OIL COMPOUNDERS ASSN. 


INDEPENDENT OIL MEN'S ASSN. OF NEW ENGLAND 
Cost comparison between gas, fuel oil cited, 
table, 10/12, p. 38 
New England Oil Heat Code put into effect; FTC 
offer to hear brief protest by IOMA declined, 
8/3, pe 20, Bjorkback 
*Oil Heat Code delay asked; resubmission dis-— 
cussed; list of members signing petition, 
7/27, p. 13, Bjorkback 
Reports New England burner use up 10%, table, 
10/12, p. 41 
Wells, Joseph B, analyzes failure of summer fill 
discounts, 9/7, po 22 
Wells, Joseph, stresses price factor to point up 
growing gas competition to oil heat in New 
England area, 11/2, p. 35 








‘Battle for oil import restrictions to continue, 
members told at 20th anniversary meeting, 

_ 10/12, p. 22 

“egins last fight for congressional limitations 
on imports, 7/13, p. 16 


’ INDEPENDENT PETROLEUM ASSN, OF AMERICA 
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INDEPENDENT PETROLEUM ASSN. OF AMERICA — Cont'd 





*Brown, Russell B., cites companies’ failure 
to cut backs; second quarter oil imports 
sets new record, 8/10, p. 18 

“Brown, Russell B., denounces large imports of 
oil in trade agreements debate, 9/14, p.18 

Brown, Russell B., says 1949 supply—demand 
forecast shows no critical oil shortage, 
8/17, pe 15 

Charges Texas Co, with closing refinery pro- 
gram to make room for foreign oil, 12/7, 
po 16 

Fights for limit on oil imports, 7/20,p.15, 
Bjorkback 

Gasoline average shows 0.003¢ increase, in— 
dex (June 1949), 7/13, p. 18 

*Imports rapped in IPAA's report on supply- 
demand to Interstate Compact Commission, 
9/7, pe 18 

Petrol Refining Inc.'s vice pres, takes is— 
sue with IPAA's Brown on refinery profits 
at current crude prices, 10/5, p. 49 

Reports that if imports reach level of 
850,000 b/d early in 1950, domestic crude 
production will not exceed 5,870,000 b/d, 
12/14, p. 15 

Reports July crude—products prices spread 
down 3¢, index, 8/10, p. 43 

*Reports to I0cc only 190,000 b/d imports 
required first quarter 1950, 12/14, p. 22 

Skeptical of Std. (N.J.) stand on imports, 
8/17, pe 2 

*Spurs new move to limit imports, 9/28,p.17 

*Supply-—demand group says output of domestic 
oil to meet all U.S, needs in 1949-19503 
resolutions adopted, at meeting, 10/12,p.21 


INDEPENDENT REFINERS ASSN. OF AMERICA 
eSmail refiners in 2 states form association; 
list of officers, states, 12/21, p. 18 








INDIANA FARM BUREAU CO-OPERATIVE ASSN, 
- Install new refinery wit, 7/20, p. 14 





INDIANA INDEPENDENT PETROLEUM ASSN. 

Distributes booklets telling how to make out 
income tax returns, 12/28, p. 8, Midwest 
Column 

*Gulf executive warns of “Hoarder Conserva— 
tionists”® as threat to oil, at meeting, 
10/19, pe 23, Castle 

Parker, Morris re-elected, list of officers, 
10/19, p. 23, Castie 











INDIANA PETROLEUM INDUSTRIES COMMITTEE 
Show motorists how much tax they pay on 
gasoline, 7/20, p. 20 





INLAND STEEL CO, 
Randall, C.B., pres. sees new threats to 
economic system in administration ao- 
tions, 9/14, p. 19, Edit, 





INS URANCE 
Attack on Texas LP-gas insurance law dis— 
missed, 9/14, p. 18 
*Carrier~owned insurance plan proposed for 
tank truck operators, 9/14, p. 42 
Chairman Celler to look into “arrangements® 
between big finance houses & insurance 


companies for loans to oil companies, 
7/20, po. 5, A of N 
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INSURANCE = Cont'd 
Coin—in=—slot insurance policies for motorists 
set for service stations, 7/27, p. 18 
*Insurance rates for self-serves raised 50% in 
47 states, Hawaii, 11/30, p. 16 
National Butane—Propane Assn.'s code of safe 
practices makes way easier to get LPG insur— 
ance, 9/28, po. 9, A of N 
Possibilities of life insurance as business 
stabilizer viewed, 10/12, p. 13, Atlantic 
Coast Column 


INTERIOR DEPARTMENT — See DEPARTMENT OF INTERIOR 





INTERNAL REVENUE BUREAU 
Reports 431 tax-exempt organizations list 
trade in oil & gas, 11/9, p. 19 





INTERNATIONAL CHAMBER OF COMMERCE 
International Code of Fair Treatment for For 
eign Investments is a must for oil men, 
11/2, p. 7, Atlantic Coast Colum 





INTERSTATE COMVERCE COMMISSION 

American Trucking Assn. says no proof exists 
that leasing practices are responsible for 
safety violations therefore ICC cannot pro- 
hibit leasing of equipment, 9/21, p. 7 

Amer, Trucking Assn. to file objection to 
changes in for=hire carrier rules, 9/21,p.20 

Battle between truck operators and railroads 
over freight rates to come before Interstate 
Commerce Commission, 12/21, p. 5, A of N 

Burlington railroad oil tariffs suspended by 
IcC, 11/30, p. 35 

Champlin Refg. Co. asks U.S. District Court to 
extend ICC's common carrier ruling, 9/28,p.20 

Combines revenue of 46 large pipe line compan— 
ies down 2% during 3rd quarter 1949, 12/14, 
po 16 

Denies reconsideration of decision holding 
Champlin Refg,. Co. common carrier in pipe 
line case, 7/27, p. 16 

Group of Eastern railroads ask ICC to recon 
sider action granting Seatrain Lines, Inc, 
exemptions, 9/14, p. 45 

Interstate oil pipe line mileage shows 1948 
gain, 11/30, p. 30 

Issues oil tank car ownership data as of 1948, 
11/30, p. 30 

LP=gas rail rates to West, Midwest suspended, 
9/75 Po 61 

Makes tentative valuations for rate-making pur 
poses of pipe line properties of Utah Oil 
Refg. Co., 12/14, p. 16 

Michigan Propane Gas Corp, files with ICC com 
plaint against Penna. railroad for unreason- 
able rates, 9/14, p. 45 

Middlewest Motor Freight Bureau's oil truck 
rate cut suspended, 11/16, p. 53 

Motor-carrier tariffs of Cities Transporta— 
tion, Inc. suspended for investigation, 
12/14, p. 16 

Motor carriers protest railroad proposal to re- 
duce rates, 9/28, p. 19 

Multiple-car rate request hearing for Union 
Pacific Railroad set for July 21, 7/13,p.17 

Nat. Tank Truck Carriers, Inc. continues at— 
tack on oil rate cuts; ICC suspends south- 
east tariffs, 10/12, p. 47 
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INTERSTATE COMMERCE COMMISSION — Cont'd 

Northwestern Refg. Co, asks ICC to vacate 
suspension order on reductions in tank car 
shipments of crude, 12/14, p. 16 

Orders joint rail-water carrier rates, 8/10, 
p. 18 

Petroleum Transporters Ltd, of Mississippi 
proposed rates suspended, 11/30, p, 35 

Plans to amend oil transporting regulations, 
12/28, p. 37 

*Private trucking rights are upheld in ICC 
ruling in Lenoir chair case, 11/30, p. 30 

Proposed low truck rates are suspended by 
Icc, 7/20, pe 19 

Railroads protest newly reduced truck rates 
not compensatory, 9/28, p. 19 

Rejects dual trucking permits for Osborne 
Trucking Co, in Indiana, 9/14, p. 45 

Requested to review ruling on LP gas rates, 





8/10, p. 19 
Rules out curbs on type of oil trucked, 11/9, 
Pe 20 


Truck=-rail oil competition pointed up in ICC 
cases, 10/12, p. 35 

Water rate hike on lubricants suspended for 
investigation, 9/14, p. 45 

West Coast jet fuel rail rates suspended for 
investigation, 9/14, p. 45 


INTERSTATE OIL COMPACT COMMISSION 
*Imports rapped in IPAA's report on supply— 
demand to compact, 9/7, p. 18 
*Oil mine research project urged at Colorado 
meeting; oil stocks drop held significant, 
9/14, pe. 20 
*Renews resolution backing control of Tide— 
lands by states, IPAA reports only 190,000 
b/d imports required first quarter 1950, 
at meeting, 12/14, p. 22 
eVitter, AL. of Calif. Oil Co. predicts 20 
fold gain in offshore crude oil output 
within few years, at IOCC meting, 12/28, 
Pe 33 





INVESTIGATIONS = Gasoline Price Hike — See 
FEDERAL GOVERNMENT — Committees, Senate 
Banking & Currency Conmittee 





IOWA INDEPENDENT OIL JOBBERS ASSN. 

Bock, E.F., new pres.; former tank truck 
driver, 7/6, p. 14, frontispiece 

*‘Dennis, J.A., sec., writes booklet “Ten 
Commandments” for jobbers, based on ‘un— 
fair trade practices’, 12/28, p. 35 

Get progress report on co-op proposal, 
7/13, po 14 

Iowa jobber savings minimized; investiga— 
tion of co-op tax exemption urged, 
7/20, po 14 

New plan to battle co-ops weighed by some 
Iowa jobbers, 9/21, p. 11, Midwest Col, 

Receive aid from Consumers Cooperative 
Assn. in reorganizing into a co-op, 
9/28, pe 22 

*Sponsors small business parley demanding 
tax equality between indpt, businessmen 
and co-ops, 9/7, p. 15 

*To probe plan to set up purchasing co-op, 
9/21, po 15, Castle 


ITALY — See FOREIGN OIL = Italy 
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JAPAN — See FOREIGN OIL — Japan 





; JENSEN, JOHN H. 
*Manufacturer tells what to look for when buying 
tank truck units, 8/17, p. 36 thru 41 
JOBBER SKETCHES 
haams, John T., Adams Oi: Co., 10/26, p. 60 
Allis, Edward P., Allis 0i1 Co,, lafayette, la., 
11/30, p. 53 
Baker, RoJ,, B & B Oil Co., Findlay, Ohio, 
12/28, p. 54 
Carter, Carl, Carl Carter Agency, 12/21, p. 60 
Decker, John D,, Becwar-Cedarstrom Co., Minot, 
N. Dak., 11/23, p. 68 
Dickey, Gilbert B., Jr., American Oil Co., 12/14, 
p. 67 
Dunham, Robert, Robert Dunham & Co., 9/21,p.68 
Edwards, Carl N,, Remington O11 Co, & J.D. 
Potter Co., 10/5, p. 54 
Hall, Melvin, Melvin Hall Oil Co., 8/10, p. 60 
Halldin, William R., Pennock Oil Co., 7/13,p.53 
Kent, Robert Arthur, Kent Oil Co., Salina, Kans., 
11/16, p. 74 
Matthews, Nelson E,, Matthews Brothers Whole— 
sale, Inc., 10/19, p. 74 
Maurin, Ernest Jr., West Point Oil Co., 9/7,p.62 
McIntyre, James, Laurel Oil Co,, Inc,, Hartford, 
Conn., 11/2, p. 53 
Phillips, R.D., "Bob" Gaino Oil Co., Tulsa, 
8/17, po. & 
Pickrell, Daniel J., Golden Gate Petroleum Co., 
8/3, p. 51 
Potter, Donaldson & Bdgar, Remington Oil Co. 
& J.D. Potter Co., 10/5, p. 54 
Rutzebeck, Niels B., Aalborg, Denmark — train- 
ing with Quincy 011 Co,, 11/9, p. 58 
Sacks, Leon B., Simon Oil Co., 7/6, pe. 58 
Schierholz, William F., Jr., Fuel Oil Co, of 
St. Louis, 7/27, pe 60 
Silcox, Robert E., Remington Oil Co, & J.D. 
Potter Co., 10/5, p. 54 
Sink, Ralph K., Price Oil Co., Ottawa, Kans., 
12/7, pe 60 
Stacy, Robert J., Stacy Oil Co., Fulton, N.Y., 
7/20, pe 68 
Stuard, Edgar W., Tan-Kar Oil Co., 9/28, p. 60 
Waldburger, Eduard, Waldburger Co,, Switzerland, 
9/14, p. 70 





JOBBERS = See MARKETING — Jobbers 


JOHNSON, L. A. 
Florida Independent Oil Jobbers Assn, new pres,, 
10/5, p. 12, frontispiece 





JUNIATA VALLEY GAS & OIL CO, 
Phillips, G.E, “Ed® is new pres, Pennsylvania 
Petroleum Assn., 12/7, p. 12, frontispiece 








KELLY, WILLIAM R. 





*Sinclair TBA mgr. advocates mass display by 
product classification for best TBA sales 
results, pic of Kelly, 8/24, p. 24 


KEROS INE 
Exports of kerosine cooking stoves increa— 
ses; comparison tables of kerosine & other 
heating equipment, 1939-1948, 9/14, p. 46 
Fla, (Tallahassee) drops kerosine tax, 
11/30, p. 18 


KIRSCHNER BROS. 





JAP — JUN 
KEL — KUW 












*Study of past sales experiences used for 
profitable buying, stocking of TBA, pics, 
11/23, p. 48, Sturtevant 


KRUG, JA, 





letter to Krug from Truman, foreshadows 
Krug's early departure from Interior 
Dept., 11/9, p. 19 


WAIT — See FOREIGN OIL = Middle East, Ku- 
wait 











































NPN—July Dec—1949 





LABOR DEPARTMENT — See DEPARTMENT OF LABOR 





LABOR RELATIONS 

Local union headquarters asks for 36—hour week 
at large Midwest refinery, 7/27, De 5, 
A of N 

Mid-Continent Oil & Gas Assn, protests proposed 
salary requirement shift, 10/19, pe. 57 

NLRB ruling favors truck distributors of fuel 
oil, 9/7, pe 43 

OWIU says progress on oil company pensions 
slow, 11/30, p. 15 

OWIU starts campaign against oil imports, 7/20, 
pe 15, Bjorkback 

WIU on West Coast lays plans for shorter week 
and pensions, 7/6, p. 13, Pacific Coast Col, 

Road federation, co-op and union witnesses 
use Maybank hearing to promote special int— 
erest, 7/13, p. 19, Edit. 





AFL CHICAGO TRUCKERS STRIKE 

Negotiations for contract between oil com 
pany management & AFL in Chicago reaches 
stalemate, 8/10, p. 13 

*ATL strike of 1,300 oil drivers hits numerous 
stations in Chicago area, 8/17, p. 16 

No black market despite Chicago trucking 
strike, 8/24, p. 5, A of N 

AFL striking Chicago gasoline truck drivers 
losing $19,000 per day, 8/24, p. 9, Midwest 
Colwm 

*AFL gasoline drivers strike continues; Chi- 
cago gasoline supply dwindles, pic of mn- 
agement & union leaders, 8/24, p. 16 

Chicago strike cruel blow for many small 
dealers, 8/31, p. 7, Midwest Colum 

*AFL permits Indpts. to open stations; Chi- 
cago gasoline famine ends, pics, 8/31,p.11 

Spillane, James J. mediator in Chicago gaso— 
line drivers strike, is oil man, 8/31,p.11 

Teamsters union seeks to win its strike by 
dividing oil management, 8/31, p. 20, 

Edit, 

Chicago marketers' views on AFL gasoline truck 
drivers strike effects differ, 9/7, p. ll, 
Midwest Column 

*AFL Chicago gasoline truck drivers strike 
ends, 9/7, p. 16 

News of Chicago strike effects, 9/14, p. 9, 
Midwest Column 


CALIFORNIA STANDARD 
Std, Calif, to protest recommendation of NLRB 
to take back 3 men who engaged in strike 
violence, 12/14, p. 11, Pacific Coast Colum 


CITIES SERVICE 
OWIU-Cities Service negotiations expected to 
include pensions, 12/14, p, 64 
OWIU<Cities Service Oil Co, begin parleys on 
contract, 12/21, p. 20 


CROWN CENTRAL 
OWIU—Crown Central strike lock out continues 
in 3rd week, 7/27, p. 16 
Strikes hit Houston-—Crown Central refinery, 
7/13, p. 20 
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LABOR RELATIONS — Cont'd 





FAIR LABOR STANDARDS ACT 


Fair Labor Standards legislation is passed 
by House 
tions, 

Revised wage-hour rules become effective 


s/ 


maintaining current exemp— 
17, pe 18 


Jan, 25, 12/28, p. 37 


*Service station exemption from minimum 
wage urged (Fair Labor Standards Act) 


8/10, p. 13 


*Wage hour changes may affect classifica— 
tion of exempt and non-exempt oil employ- 


es, 10/19, p. 55 


INDIANA STANDARD 


Ind, Std.—Union meeting called in parley on 
putting strike vote in contract, 12/28, 
Pe 49 


PENNZOIL 
OWIU strike hits Pennzoil refinery in Oil 


City, 7/13, p. 20 


Pennzoil Co.'s Oil City strike nears end 


of third week, 7/20, p. 17 


Strikes hit Houston-—Crown Central and Oil 
City - Pennzoil refineries, 7/13, p. 20 


SINCLAIR 
OWIU, Sinclair agree tentatively on new 


Pact, 7/6, p. 17 


TEXACO 


Texas Co, settles wage dispute; work on 
expansion program resumes, 7/27, pe 16 


TIDE WATER 
NLRB rules Tide Vater must bargain on pen— 


LEAD 


sion, 9/21, p. 66 


Antiknock mix prices hold in new lead 
hike, 7/20, p. 18 


For Tetraethyl Lead -— See Main Head TETRA— 


ETHYL LEAD 


LEARNED, EDMUND P, 





*Tells how competition between integrated, 
non=—integrated companies benefits pub- 
lic, at API annual meeting, text, 11/16, 


Po 


38 





LETTERS TO THE EDITOR 





*Campbell, J.G. of Deep Rock Oil Corp, 


tells how imports affect residual market; 
current refinery-—retail gasoline price 


spread cited, charts, 12/7, p. 17 
Dale, G.R., Penna, Petroleum Assn,, re 


editorial of Aug. 3 on heating oil sup- 


ply, 8/24, Pp. 23 


Eckert, S.B., Sun 011 Co., re editorial of 
Aug, 3 on heating oil supply, 8/24,p.22 


Giles, Bascon, Texas Land Commissioner 


commends NPN edit. of Nov, 16 on tide— 


lands, 11/30, p. 17 
White, J.H. of Hewitt Oil Co. defends 


jobbers on fuel oil sumer fill, 8/31, 


Pe 
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LEVY, WALTER J. 





sAsserts U.S. Oil must readjust to global chan- 
ges, 8/3, p. 16 

Headed ECA's oil branch candidly, openly, 8/10, 
p. 7, Wash, Colum 


LIGHTBURN, J.B. 





Purolator Products Sales Mgr, says to change 


both oil & filter at regular periods to save 
engines and money, 7/6, p. 31 


LION OIL CO 


Barton, Col. T.H., urges vigilance against 
socialism in U.S., 12/7, p. 32 
Mideyear financial report, 8/3, p. 18 


LIQUEFIED PETROLEUM GAS 





American Fetroleum Institute will not compile 
figures on LP gas, 11/23, p. 5, A of N 

Attack on Texas LP=gas insurance law dis— 
missed, 9/14, p. 18 

Bureau of Census housing survey gives data on 
scope of LP gas market, 10/26, p. 40 

Bureau of Mines prints LP gas safety circular, 
10/26, p. 40 

Bureau of Mines reports LP gas sales up 23,8%, 
8/10, p. 19 


Co-operatives reported moving into LP gas field, 


11/23, p. 5, 4 of N 

*Co-operatives a threat to LP gas industry, 
Butane~Propane Group told, 9/28, p. 41, 
Castle 

Dept, of Agriculture reports growing LPG mr— 
ket, 7/20, pe 5, A of N 

Esso Std, starts construction of propane bot-= 
tling plant, 10/26, p. 40 

Farm use of LP gas in 1949 expected to hit 600 
million gals., 9/7, p. 61 

*Industry plans $4,500,000 expenditure on sales 
promotion campaign in next 5 years, break— 
down of expenditures, 10/26, p. 39 

ICC requested to review ruling on LP gas rates, 
3/10, p. 19 

interstate Commerce Commission suspends LP 
gas rail rates to West, Midwest, 9/7, p. 61 

*LP—Gas Assn, told competition with electric 


power industry will become increasingly stiff, 


at meeting, 9/21, p. 2, Bjorkback 

LP-gas technology course offered at Georgia 
Tech., 7/20, pe 28 

Marketers could take tip from American Gas 
Assn,‘*s roundup of old stoves to show off 
modern gas ranges, 7/27, pe. 9, Atlantic Coast 
Colum 

Monthly weather outlook maps help plan LP=gas 
operations, 11/23, p. 9 

National Butane=Propane Assn,'s code of safe 
practices makes way easier to get LPG insur— 
ance, 9/28, p. 9, A of N 

National Petroleum Council urged to bring up to 
date LPG outlook report, 9/28, p. 42 

Nehru, Pandit on visit to Illinois is impressed 
with use of LP gas in rural districts, 11/23, 
Po 9 

OK sought to store LPG products underground, in 
Texas, 8/17, p. 41 

‘Red Dot LPG Co., plans home economics program 
to hold old, gain new oustomers, pics, 7/2, 
Pe 26, Ridder 
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LIQUEFIED PETROLEUM GAS — Cont'd 
~ Sale of LP gas for household and commercial 
use in 1948 shows 28,1% increase over 
1947, 9/7, p. 61 
Six named defts, in LP gas antitrust suit 
filed in Texas, 9/28, p. 42 
Socony-Vacuum plans LPG bottling plant, 
10/26, p. 40 
Texas Railroad Commission sees LPG supply 
ample, 10/26, p. 39 
Universal Petroleum Co, booklet tells how to 
spread LPG deliveries more evenly, 9/7, 
pe 61 
Westland Oil Co, survey shows propane has 
slight edge on oil for heating, in North 
Dakota, 9/28, p. 11, Midwest Colum 





LIQUEFIED PETROLEUM GAS ASSN, 

*Group told competition with electric power 
industry will become increasingly stiff, 
meeting, 9/21, p. 20, Bjorkback 

*LP—gas industry plans $4,500,000 expenditure 
on sales promotion campaign in next 5 
years, breakdown of expenditures, 10/26, 
Pe 39 

Monthly weather outlook maps help plan LP- 
gas operations, 11/23, p. 9 

Plans 4-day 1950 convention, trade show at 
Chicago, 12/14, p. 11 





LIT IGAT ION 
Lubricant coupler patent suit of 1938 dise 
missed, 9/7, p. 59 
*Private trucking rights are upheld in ICC 
ruling in Lenoir chair case, 11/30, p. 30 


LOADING RACKS — See BULK PLANTS & TERMINALS or 
TRUCKS, TRUCKING — Loading Racks 


LOAR BROTHERS DISTRIBUTING CO, 
West Coast representatives for Kendall Oil, 
8/17, p. 11, Pacific Coast Colum 





LOSS PREVENTION — See PRODUCT LOSS PREVENTION 





LOUIS TANA 
*New Orleans operator says majors won't sup= 
ply gasoline if outlet is advertised as 
self-serve, 9/28, p. 19 
Supreme Court gives Louisiana month to an= 
swer in Tidelands suit, 10/12, p. 18 


LUBRICANTS, LUBRICATION 

Arny set to continue tests on 4 greases, 
8/17, pe 57 

*Clarification of lube terminology needed, 
National Lube Grease Institute told, at 
meeting, 11/2, p. 30 

Domestic refiners estimate exports of lube 
oils will come down to less than 50% of 
current volume within 5 years, 10/26,p.9, 
AofN 

Federal excise tax on lube oils does not 
apply when used for non=-lubricating pur— 
poses, 11/2, p. 5, A of N 

Foremost question is how soon branded motor 
oils will be affected by soft lubricating 
oil market, 11/2, p. 5 

Indpt. jobbers concerned over increased dis— 
tribution of lube oils & greases by farm 
implement dealers, 12/28, p. 5, A of N 
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LUBRICANTS, LUBRICATION = Cont'd 
~ latest models of Chevrolet have come out with 
hood latch on outside of car which my pro- 
mote more lube sales, 12/14, p. 5, A of N 
"Lift the Hood' drive shows lube oil, other 
sales boosted, 11/9, p. 7, Midwest Colum 
Lube oil defoaming study available to public 
now, 7/13, p. 52 
Lube tax collections dip during Sept., 11/9, 
po. 18 
Major oil company disturbed at rise in trend 
of auto dealers to adopt 30,000 mile guran- 
tee plan of selling lubrication, 12/21, 
p. 5, A of N 
Mid-Continent Petroleum Corp, lube oil ship- 
ments via rail-water route set, 11/30, p. 18 
Nat. Bureau of Standards simplifies stability 
test for additive-motor oils, 8/10, p. 58 
Nat. Petroleum Assn. reports eastern railroad 
executives agree on cut in tank oar rates 
for lubes, greases, 9/14, p. 42 
New plug valve lube claimed to be self= 
pressurizing, 10/5, p. 50 
*Oil marketers push winterizing program to serve 
customers, boost station profits, pics, 
charts, 9/14, p. 32, Ridder 
*Prairie States Oil & Grease Co.'s terminal 
stores, packages lubricants and antifreeze, 
pics, 12/28, p. 34 
Preferred Lubricants, Inc, to market "Fordlene” 
motor oil for use in Ford cars, 8/3, po 5, 
A of N 
*Republic Oil Co.'s new PD ‘gas*® to keep motor 
and crankcase oil clean, 8/3, p. 17, Boyd 
Service station operators may have to learn to 
lubricate power steering apparatus which my 
be next car improvement, 9/28, p. 9, A of N 
*Shaw, Ray of Chek Chart urges oil-auto co 
operation; Koch of Quaker State cites growing 
market of lubes, at API annual meeting, 
11/23, p. 52 
Std, Calif, has new line of Diesel and heavy 
duty gasoline engine lubricants in face of 
surpluses in Calif., 11/23, p, 11, Pacific 
Coast Colum 
State Dept. checks with 
oil ban report, 9/28, 
Supplier conducts drive 
push oil sales, 8/17, p. 7, Midwest Colum 
*Survey shows prices for lube jobs, other sta= 
tion service unchanged in 3 years despite 
rising costs, table, 11/30, p. 18, Sturtevant 
Survey shows service station men poor at selling 
motor oil, 9/28, po. 9, A of N 
Wax demand for commercial use far from peak, 
12/28, p. 5, A of N 








Canadian sovt, on lube 
po 17 
among distributors to 


AUTOMATIC TRANSMISSIONS — See Main Head AUTOMA— 
TIC TRANSMISSIONS 


SW MOTOR OIL 

*Anglin, A.B, of British-American 0il Co,, 
Ltd., tells of company's experience with 5W 
motor oil, text, 11/9, p. 27 

Comments on statements about 5W motor oil by 
V.L. Scott, of Barber Company, 11/23, p.20 

*Georgi, Carl W., of Quaker State gives advan— 
tages, disadvantages of 5W motor oil, at 


API meeting, text, 11/9, p. 31 





LUB — (Cont'd) 


LUBRICANTS, LUBRICATION — Cont'd 





5W MOTOR OIL — Cont'd : 
*Mougey, H.C., of General Motors, gives views | 
on 5W motor oil, at API meeting, text, | 
11/9, p. 32 
*Raviolo, V.G., of Ford Motor Co., gives use 
and merits of SW motor oil at SAE meeting, 
text, 11/9, p. 26 


FREIGHT RATES 

Freight rate reduction on lubes expected 
soon, 7/27, pe 17 

Hope seen for lube oil freight rate reduc 
tion, 8/31, p. 20 

Interstate Commerce Commission suspends, 
for investigation, water rate hike on 
lubricants, 9/14, p. 45 

*Rail rates on lubricating oils in packages, 
tank cars to be cut 15-20% Jan, 1 in 
south, 12/14, p. 16 


1,000 MILE CHANGE 
*American Automobile Assn. tells motorists 
to use car makers rules on oil change; 
qualifies self-serve approval, 11/9,p.22 
*eConverting your motor oil customers; edu- 
cational advertising campaign may pro= 
vide answer to problem, 8/10, p. 20, 
Ridder 
*Georgia jobber group discusses motor oil 
change, sales at convention, 7/20, p.20 
*Hewitt Oil Co, uses educational theme in 
ads to encourage 1,000 mile oil change, 
10/26, p. 38 
Lightburn of Purolator Products say change 
both oil and filter at regular periods 
to save engines & money, 7/6, p. 31 
How to educate public on oil change still 
undecided, 9/7, p. 9, A of N 
*"lubricate for safety" talks top Indpt. 
Oil Compounders' meeting, 10/5, p. 16, 
Castle 
Major uses intensive training campaign 
for service station personnel to pro— 
mote oil sales, 7/6, p. 9, A of N 
Oil change interval set by 7 factors, 
SAE told by Sohio's Baadte, 9/28,p.28 
*Public being told of benefits, savings 
to be gained from regular drain per— 
iods, pics, 10/5, p. 32, Ridder 
Recommendations for 2,000 mile oil 
change offset by industry's promo— 
tion of 1,000 mile change, NPN survey 
shows, 11/30, p. 5, A of N 
Truck publication (Dodge) warns of ex= 
tended oil drains, 11/9, p. 2 








2,000 MILE CHANGE 

General Motors Corp, to recommend 2,000 : 

mile lubrication on all Cadillacs, 
9/21, p. 19 





REC LA IMED 
*API panel to study economies of re—refin- 
ing motor oils; Dayton Clark raps indis-— 
criminate reclaiming of oil, at annual ' 
meeting, 11/23, p. 52 
Bills offered to impose tax on reclaimed 
lubes, 7/13, p. 52 
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LUB — (Cont'd) 


UBRICANTS, LUBRICATION — Cont'd 


| LUBRICANTS, LUBRICATION 
ews | RECLAIMED — Cont'd 
Jobbers fear virgin lubes, under burden of 6¢ 
» federal tax will be washed from market by 
se reclaimed oils, 9/14, pp 5, A of N 
ng, Re-refiners' volume up 420% in 8 years, 
10/5, p. 18 


Sale of reclaimed motor oil is on increase, 
12/14, p. 5, A of N 
Several oases against oil reclaimers selling 
their products as Penna. oils are in the 
= making, 12/14, p. 5, A of N 
Trail is set for Atlantic Coast Refining Co.'s 
alleged sale of reclaimed oil, 12/21, p.16 


SALES RATIO 
o. *Motor oil to gasoline sales ratio rising but 
fails to equal 1948, survey shows, tables, 
map, 12/7, pe 13 & Cover, Wollstadt 
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MADISON CASE — See ANTITRUST — Madison Case 





MANPOWER UTILIZATION 
Calif, Std.'s McClanahan points out a budget of 
personnel performance, 9/7, p. 31 
*Establishment of performance budget helps as— 
sure efficient operations, charts, 9/7,p.24, 
Ridder 





MARGINS = See MARKETING — Prices, Profits, Margins 


MARITIME COMMISSION — See UNITED STATES MRITIME 
COMMISS ION 





MARKET REPORTS 

Backed-up distillates cause sharp cuts in re=— 
fining, crude production; gasoline prices 
turn downward, 11/23, p. 55 

Cal, competition for cargo business increases; 
conflicting price trends im most areas con— 
tinue, 10/12, p. 43 

Cal., Gulf Coast heavy fuel price trends con— 
flict; distillate prices rise again in North— 
east, 9/14, p. 55 

Coastal distillates, heavy fuels continue up= 
ward; Indiana Std.'s gas prices reported down 
0,.3¢, 9/21, p. 53 

Distillate fuel prices continue rise in some 
areas; natural gasoline up 0,25¢; some refined 
grades eased, 9/28, p. 43 

Distillate fuels turn upward in Seaboard Areas; 
Mid—Continent fuel demand revives; gasoline 
easier, 8/24, p. 51 

Distillate, heavy fuel prices point upward in 
Midwest, Mid-Continent; natural gasoline 
sells 0,125¢ higher, 10/5, p. 37 

Distillate prices edge up in most refining dis— 
tricts; gasoline prices easier with offer 
ings on increase, 8/31, p. 37 

Distillate prices rise in all refining dis- 
tricts; W. Coast heavy fuel drops 35¢; gaso— 
line eases, 9/7, p. 45 

Distillates, heavy oils firm as demand cuts 
stocks; Esso Std. advances kerosine, Socony 
lowers gasoline, 12/21, p. 46 

East's leading suppliers offer summer fill dis- 
counts; gasoline supplies appear adequate in 
all areas, 7/13, p. 39 

Esso Std. ups Gulf-East Coast bunkers i5¢; gaso— 
line, heating oils, lube prices soften in 
some districts, 10/19, p. 59 

Fuel oil prices rise at most coastal terminals 
but continue soft inland, gasoline demand 
eases, 8/10, p. 45 

Fuel oil prices steady at coastal points but 
inland buying continues light; south Texas 
lubes ease, 8/3, p. 35 

Gasoline and 'C*® fuel supplies exceed current 
demand; No, 2 fuel prices firm in all refin- 
ing districts, 8/17, p. 43 

Gulf Cargo market and Atlantic seaboard market 
for distillate fuels show revived activity, 
7/27, Pe 41 

Gulf Cargo market sole active products sales 
point, residual stocks position better, aids 
price firming, 7/20, p. 53 

Heating oils back up in all refining districts; 
Eastern bunkers rise 15¢; gasoline, lube 
prices ease, 10/26, p. 44 











MARKET REPORTS — Cont'd 






MAD — MR 












Heavy fuel demand revives in most marketing 
areas; four major companies cut gasoline 
prices in East, 11/30, p. 37 

Mixed trends appear with kerosine firmer; | 
heavy fuel active, but selective; Ohio 
oil cuts some Wyoming crudes, 12/28,p,39 

New York Harbor indpts. offer No, 2 fuel 
discounts, mild weather backs up fuel 
oils, 11/2, p. 37 

Prices reflect winter trends with residwls 
firm; No. 2 discounts are cut back, gaso— 
line softens, 12/14, p. 51 

Refined products markets remain quiet; how 
to revive buying activity is uppermost 
problem of suppliers, 7/6, p. 41 

Residual fuel demand rises sharply in the 
Midwest; tanker rates up; gasoline prices 
off in most areas, 12/7, p. 41 

Socony—Vacuum reduces gasoline prices in New 
York and New England; fuel oil demand con- 
tinues to lag, 11/16, p. 61 

Voluntary discounts on No, 2 fuel oil at 
New York offered by Esso Std., other m- 
jors; gasoline eases, 11/9, p. 42 





MARKET ING 


For Standard (Indiana) new pricing formula, 


see STANDARD OIL CO. (INDIANA), or PRICES 

Commerce Dept.'s report shows present and 
potential oil markets in 48 states, 
12/28, p. 17 

Consignees fear bulk plant by=passing; con— 
centrate on profitable TBA, 8/10, p. 5, 
A of N 

84% of students prefer brand names, survey ( 
shows, 8/31, p. 52 

*Increased expenditures for marketing facili- 
ties needed, say Wilson and Peake of Std, 
(Indiana), 8/17, p. 14 

*Motor oil to gasoline sales ratio rising 
but fails to equal 1948, survey shows, 
tables, mips, 12/7, p. 13 & Cover, Woll- 
stadt 

*Oil business holds up well in 12 recession— 
hit cities, 8/17, p. 13, Bjorkback 

Patman, Wright, Rep., works on bill propos— 
ing limitation on number of retail out— 
lets manufacturer can operate, 10/5,p.5, 
A of N 

Republic extends PD gasoline marketing 
area; bulk sales show increase of 35.34%, 
9/7, p. 18 

Suppliers promote dealer aids to improve 
selling technique, 11/9, p. 9, Atlantic 
Coast Column 

Teamwork between suppliers, distributor 
should be hastened, say Black of Esso, 
Std. & McDaniel of Socony-Vac., 10/19, 
pe. 13, Atlantic Coast Colum 

*Unity between supplier, mrketer urged by 
John Bero at Tennessee Oil Men's meet— 
ing, 12/14, p. 18, Boyd 





COMPET IT ION 
A & P case points again to need for oil 
industry to stress Indpt. competition 
at local level, 11/30, p. 19, Edit. 
‘Burner service competition keen; Washing— 
ton distributors offer free parts; 
contracts listed, 8/3, p. 32, Patla 
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MARKETING — Cont'd 


COMPETITION — Cont'd 
Eastern Seaboard oil marketers face growing 

i gas competition, state roundup of natural 

gas use, 11/16, p. 9, Atlantic Coast Col, 

Harris, Rep. foresees oil industry facing 
growing world competition, 11/30, p. 15 

*learned, Edmund P., tells how competition be- 
tween integrated, non—integrated companies 
benefit public, at API annual meeting, 
text, 11/16, p. 38 

*Search for fuel for future oars portends 
keener refinery marketing competition, 
tables, 11/30, p. ll, Ridder 

Vandeveer asks Congress to prove its interest 
in competition by studying reasons for mer— 
gers, 8/24, p. 21, Edit, 

*Vandeveer declares tax laws, not competition 
forced sale of Allied Oil, 8/17, p. 25 
thru 30, Vandeveer 


D IVORCEMENT 

Gillette enlists some support in House for 
oil divorcement bills, 7/6, p. 9, & of N 

House Sml1l Business Committee not to under— 
take study of divorcement, 8/10, p. 14 

National Alliance of Indpt. Business, which 
endorses idea of divorcement fails in re— 
cruiting oil men to serve on board of direc— 
tors, 12/21, po. 15 

National Oil Jobbers Council & Nat, Oil Mar— 
keters Assn, plan to get together on di- 
vorcement issue, 7/6, p. 9, & of N 


( JOBBERS — (See also PLANNING FOR PROFIT series) 

*Aero Oil Co, multiplies gallonage 27 times 
in 20 year period, 10/5, p. 22 & Cover, 
Yocom 

*Circle 0il Co. finds contractors bidding 
again for station building projects, pics, 
7/13, pe WH, Sturtevant 

Cummins, J.F., lists reasons for necessity 
of jobber associations, at South Dakota 
jobber meeting, 11/2, p. 16, Castle 

Deep Rock Oil Corp. seeks more security for 
jobbers, 7/27, p. 20 

*Dennis, J.A., lowa Indpt. Oil Jobbers Assn, 
Sec, writes booklet “Ten Commandments" for 
jobbers based on ‘unfair trade practices’, 
12/28, p. 35 

*Efficiency, economy are essential to jobber's 
business life says J, Parks Gwaltney at 
Alabama Jobbers meeting, 10/5, p. 17 

Eight times as many jobbers in U.S. today than 
there were 30 years ago, Sun 011 Co, mr 
keting mgr, says, 11/9, p. 16 

*Grant, Sherman builds gallonage in farm area 
with personal service, solicitation, 10/26, 
Po 30, Castle 

*Hill Oil Co, increases gallonage in 10-year 
period more than 1500%, pics, 10/26, p. 36 

*Jobber financial problems highlight Amer, 
Petroleum Credit Assn, meeting, 11/23, 
Po 50, Sturtevant 

*Jobber investments call for analysis of all 
facets affecting local demand, chart of an- 
nual consumption of motor oil, 1910-1948, 
12/7, pe 22, Sturtevant 

Jobbers in southern state consider state leg= 
islation for halting solicitation of new ac- 
counts thru loans, eto., 10/26,p.9, A of N 














MAR — (Cont'a) 


MARKETING — Cont'd 


JOBBERS — Cont'd 

Major oil company shifts from direct to job- 
ber operations at several points in mid- 
western state, 9/21, p. 7, A of N 

Marketing head predicts development of large 
number of jobbers on West Coast, 11/9, 
pe 5,4 0° N 

New Trav-—l-—Guide organizations asks job- 
bers to give discounts to its members, 
9/7, po 9, A of N 

Suppliers seek ways to help jobber improve 
his business, at Esso Std. conferences 
comments by Harry Hilts, 10/5, p. 7, At= 
lantic Coast Colum 


MANAGEMENT & PRINCIPLES 
*Ohio Oil Co.'s day with merchandising 
salesman Robert E, Hesher — pictorial, 
8/3, po 26 
Sharing of operating know-how by oil majors 
not only benefits industry, but public 
as well, 7/27, p. 19, Edit, 


MARKETS, FIELDS 

*Growing volume of TBA sales spotlights im- 
portant role it plays in oil mrketing, 
7/6, pe 25 thru 28 (TBA booklet mater 
ial 

*Red Dot LPG Co, plans home economios pro— 
gram to hold old, gain new customers, 
pios, 7/20, p. 26, Ridder 


OPERATIONS = (See also — PLANNING FOR PROFIT 
series; STANDARD OIL CO. OF CALIFORNIA - 
Marketing Operations series; PRODUCT LOSS 
PREVENTION series; TIRES, BATTERIES & AC~ 
CESSORIES — Marketing Operations series) 
*Gulf 011 Corp, reorganizes marketing divi- 
sion, chart of reorganization, 10/19, 
Pe 

*Outdoor vs, garage storage of trucks — 
operations men differ on merits of 
each, 12/21, p. 39, Ridder 


PRICES, PROFITS, MARGINS 

Jobbers concerned over lower tank wagon 
prices causing lower margins in Mid— 
west, 9/14, p. 5, A of N 

Pew, J. Howard says profits are much lower 
than anti-industry figures show —- at API 
annual meeting, 11/16, p. 15 

*Skelly 011 Co.'s approved service plan 
for stations increases profits, pics, 
8/31, po 32, Castle 





WINTER CHANGEOVER 
*Oil marketers push winterizing program to 
serve customers, boost station pro— 
fits, pics, charts, 9/14, p.32, Ridder 





MARKHAM, GENERAL BAIRD 
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Becomes acting pres. of American Petroleum 
Institute, 11/16, p. 14, frontispiece 


MARY LAND 


Baltimore passes self-serve station ban, 
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MASSACHUSETTS 





“Ban on below-—cost sales given consideration in 
Springfield, Mass, gasoline price war, 8/24, 

p. 2 
Jobbers warned of new state law making perman— 
ent 1¢ gasoline & Diesel fuel tax, 9/28,p.20 


MASSACHUSETTS INSTITUTE OF TECHNOLOGY 

*Whitman, Walter G., suggests program for meeting 
emergency needs, at Fuels of Future forum at 
API annual meeting, text, 11/16, p. 23, 
Guthrie 


MAYBANK SENATE BANKING COMMITTEE - See FEDERAL 
GOVERNMENT — Committees, Senate Banking Commit— 
tee (Maybank) 

















MAYBANK, SENATOR 
*Opens fire again on oil; urges gasoline prices 
be slashed, 9/21, p. 17 
Receives replies to criticism on increased heat— 
ing oil prices, 10/19, p. 19 





McCLANAHAN, E.J. 
Std. Oil Co. of Calif. pres., 8/24, po. 12, 
frontis, 





MoINTOSH, A.J. 
Brief biography, pic, 8/24, p. 14 
*Foresees 6% demand rises Supply demand outlook 
for 9 month period ending March 31, 1950, 
table, 8/24, p. 13 





McMURREY REFINING CO. 
To build catalytic cracking unit at Tyler, 
Texas, 11/30, p. 14 





MELLON, W.L. 
*Former Gulf Oil Board Chairman dies, pic, 10/12, 
Po 22 
Po 





MERGERS & SELL OUTS 

For W.W, Vandeveer's article on Mergers — See 
VANDEVEER, W.W. 

American Liberty Oil Co, to be completely owned 
by Toddie L, Wynne and children, 9/14, p. 52 

*Ashland Oil & Refining Co. buys out Freedom 
Valvoline Oil Co., 12/28, p. 14 

Barnsdall Oi1 Co. & Ogden Corp. merger is put 
to stockholders vote, 9/21, p. 66 

«Continental O11 Co, drops direct marketing in 
East; Citics Service takes over, 10/19,p.22 

Eagle Oii & Refining Co, to buy controlling int— 
erest of Sunset 0il Co.,, 8/31, p. 9, Pacific 
Coast Colum 

Eagle Oil & Refining Co, may purchase Sunset Oil 
Coc, 9/75 Po 19 

Eagle Oil & Refining Co.°s deal to buy Sunset 
Oil Co, is off, 10/5, p. 11, Pacific Coast Col. 

Gulf 041 Corp. buys Phillips 0il Co. (northern 
New Jersey jobber), 9/14, p. 67 

Martin & Schwartz Inc., Maryland, manufacturer 
of gasoline pumps sold out to Symington-Gould 
Corp. by 4 majors, 12/7, p. 16 

Pan American Petroleum Corp, merges with Root 
Petroleum Co, to form Pan-—Am Southern Corp., 
9/7, p. 19 

Pan-American, Root Petroleum merger OK'd by two 
directors, 7/27, p. 14 

Sterling Oil & Refining Co. buys Coast Co., 
8/24, p. 63 
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MERGERS & SELL OUTS = Cont'd 





Thatcher OII Co, sells out to Pure Oil Co., 
11/23, p. 51 

United States Pipe & Supply Co. buys out Den- 
ver Producing & Refining Co.'s skimming 
plant, 10/5, p. 50 


MERRITT, HAROLD 





Michigan Petroleum Assn. pres.; head of Peer— 
less Petroleum Co,, 9/14, p. 12, frontis,. 


METER CALIBRATION — See WEIGHTS & MEASURES 





METERS & PUMPS — See BULK PLANTS & TERMINALS — 
Meters & Pumps 





METROPOLITAN LIFE INSURANCE CO, 

*Lincoln, Leroy & pres., says loans avail— 
able to small business from his company, 
12/14, p. 13 


MEXICO — See FOREIGN OIL — Mexico 





MICHIGAN GOOD ROADS FEDERATION 
Uses Maybank hearing to promote special int— 
erests, 7/13, p. 19, Edit, 


MICHIGAN PETROLEUM ASSOC IATION 

Merritt, Harold, pres., 9/14, p. 12, frontis,. 

Seeks to do away with notch tax on incomes, 
11/9, p. 18 

*Will help members who want to go co-op; 
resolution backs Vandeveer article on mer— 
gers; Mackinac Island meeting; pio of of- 
ficers, 9/14, p. 17, Dietrich 








MID-CONTINENT OIL & GAS ASSN, 
Protests proposed salary requirement shift, 
10/19, po 57 
*Wollstadt, Paul tells how increase in taxes 
lead to socialism, at Mid—Continent's tax 
forum, 12/21, p. 19, Edit, 





MID—CONT INENT PETROLEUM CORP. 

*Attacks Drew Pearson's tax settlement 
story; fraud is denied, 12/28, p., 18 
First half financial report, 8/17, p. 14 

9 month earnings dip below 1948, 12/7,p.18 





MIDDLE EAST OIL = See FOREIGN OIL = Middle 
~~ Bast 





MIDWEST COLUMN 

Bero, John new NOJC member gives views on 
jobber problems, 8/10, p. 7 

Bittner, Albert, opened first drive-in 
station in Winona in 1916, 7/27, p. 9 

Campaign against co-ops launched among far— 
mers by North Dakota Tax Equality group, 
10/12, p. ll 

Chek-Chart Corp. sponsors meeting of auto— 
motive & oil industries; Std, Ind, spon—- 
sors TV musical broadcast, 10/5, p. 9 

Chicago marketers’ views on gasoline truck 
drivers strike effects differ, 9/7,p.11 

Chicago strike cruel blow for many sml1l 
dealers, 8/31, p. 7 

Cities Service Oil Co.'s new $4 million 
compounding plant at Cicero, Ill. sched— 
uled for operation middle of 1950, 
12/21, po. 11 
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MIDWEST COLUMN — Cont'd 








= amy 





Continental jobbers and officials attending 


South Dakota Indpt. Oil Men's Assn. enter— 
tained, 11/9, p. 9 

Co-op Assn. of LaCrosse County in Wisconsin 
reports no headway in boosting gasoline 
sales due to city’s unstable prices, 
10/26, p. 13 

Frontier Refining Co. to build products pipe 
line from Cheyenne refinery into eastern 
Neb., 12/14, p. 9 

Frontier Refining Co. to honor all oil company 
credit cards, 12/14, p. 9 

Hurd, Sam, says service centers may be key to 
problem of station service, 10/26, p. ll 

Indpt. Oil Compounders Assn. cites accomplish— 
ments in one year, 10/5, p. 9 

Indiana Indpt. Petroleum Assn., Ino. distri- 
butes booklets telling how to make out in- 
come tax returns, 12/28, p. 8 

*Lift the Hood’ drive shows lube oil, other 
sales boosted, 11/9, p. 7 

Liquefied Petroleum Gas Assn. monthly weather 
outlook maps help plan LP=gas operations, 
11/23, p. 9 

Madison antitrust case jurors hold yearly meet 
to reminisce, 12/21, p. 9 

Mail campaign of North Dakota Tax Equality 
Assn. tells farmer co-ops they owe federal 
income tax on patronage dividends, 11/30, 
Pe 8 

Marketers still split on effect on Indiana 
Std.°s pricing, 10/19, p. 13 

Miller Community Oil Co. converts to co-op; 
business thrives, 11/2, p. 7 

National Newspaper advertising expenditures of 
major oil companies, list, 9/14, p. 9 

National Oil Jobbers Council district set-up 
should expedite group's action, list of dis= 
tricts, map, page 21, 12/7, p. 7 

National Oil Jobbers Council to give more time 
to regional problems; list of regional di- 
rectors; comments on annuai meeting, 11/16, 
po ll 

National Petroleum Council's pres, H.F. Horn= 
ing to issue work book to council members 
about Dec, 15, 12/7, p. 9 

NPN writer sees at first hand how co-ops flour 
ish, 8/3, pe. 7 

Nehru, Pandit, on visit to Tllinois is im 
pressed with use of LP gas in rural dis— 
tracts, 11/23, p. 9 

New plan to battle co-ops weighed by some Iowa 
jobbers, 9/21, p. 11 

News of Chicago strike effects; Robert Heaton's 
station business increases due to strike, 
9/14, p. 9 

Newspaper colummist aids summer fill in Minne— 
sota, 9/14, p. 7 

Northwest Petroleum Assm, campaigns to raise 
money for Sister Kenny Foundation, 12/28,p.8 

Oil companies cracking down on credit cards, 
survey shows; Dllinois legislature fails to 
establish Chg. Port Authority, 7/13, p. 9 

Pokorny Oil Co, & Blocktonm Oil Co, in Midwest 
alréady are honoring all oil credit cards, 
12/28, p. 8 

Proposal to limit service stations to 2 at an 
intersection comes up in Evanston, I1l., 
10/12, p. 13 
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MIDWEST COLUMN — Cont'd 





“Recession fails to brake gasoline sales in 
Midwest; trip proves need for restroom fa 
cilities at stations, 7/27, p. 9 

Self-serves termed safer as Wisconsin gives 
them OK, 7/20, p. 9 

Skelly Oil Co, distributes 300,000 copies of 
"European Diary" by Alex Drier, 11/23,p.11 

Sovereign Plan Inc. offers new mileage guran 
tee plan to automobile dealers in Midwest, 
8/24, De 9 

Striking Chicago drivers losing $19,000 per 
day, 8/24, p. 9 

Summer fuel oil fill incentives are inade—- 
quate, jobbers declare, 7/6, p. 12 

Supplier conducts drive among distributors to 
push oil sales, 8/17, p. 7 

Westland Oil Co. survey shows propane has 
slight edge on oil for heating in North Da- 
kota, 9/28, p. 11 


MILITARY 


Activation of Elk Hills (California) Volun- 


tary Petroleum Reserve Training group an— 
mounced, 11/23, p. 11, Pacific Coast Col, 

*Amer ican Petroleum Institute unification 
program for affiliated reserve petroleum 
units under way, text, 11/16, p. 18, 
Dietrich 

*Florida jobbers rap military gasoline sales 
at post exchanges, 8/24, p, 18, Wollstadt 

High military figures favor using amy means 
to compel British to relax currency ex= 
change controls, 12/7, p. 5, A of N 

Job of determining how much 011 would be 
needed in event of war to be removed from 
military's direction, 9/21, p. 9, Wash. 
Col. 

More oil men should sit in on “Civilian 
Orientation® parleys, 11/23, p. 7, Wash. 
Col. 

Only 7 out of 23 011 men accept invitation 
to attend civilian orientation conferen- 
ces sponsored by Sec, Defense, 12/7, 
po 7, Wash, Colum 

Post Exchange curtailment by govt. brings 
to light misuse of govt. cut price gaso~ 
line, 8/10, p. 5, A of N 

Refinery dispersal seen out as atom bomb 
defense, 10/26, p. 34 

Sees imports as hemisphere problem, 8/31, 
po 14 

eWhitman, Walter G,, suggest programs for 
meeting emergency needs, at Fuels of Fue 
ture forum at API annual meeting, text, 
11/16, p. 23 





ARMED SERVICES PETROLEUM PURCHASING AGENCY 
Procures $540,669,000 worth of oil last 
year, 11/2, pp, 15 


ARMY 

American Petroleum Institute Defense Ser- 
vices Committee meets with Army reserve 
unit heads, 11/2, p. 15 

Army set to continue tests on 4 greases, 
8/17, pe 57 

New light weight plastic pipe undergoes 
army study, 9/7, po. 22 

Oil Branch of Army’s reservist affiliation 
plan 95% complete, 10/26, p. 13, Atlan- 
tic Coast Colum 
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MILITARY — Cont'd 


ARMY — Cont'd 
To give two week course in testing petroleum 
products used by Army, 9/14, p. 52 


MUNITIONS BOARD 
Senate’s rejection of Carl Dgenfritz as 
chairman raises question of assurance of 
competent civilian direction, 9/28,p.1l, 
Wash, Column 
Timberlake, Major General appointed direc~ 
tor of staff, 10/12, p. 11, Wash, Colum 


NAVY 

Denfeld, Adm, Louis E. says Navy and oi] in- 
dustry have machinery for co-operation, 
at API annual meeting, 11/16, p. 17 

Senate Commerce (Magnuson) Subcommittee lists 
question of how to get Navy out of tanker 
business, high on priority list, 12/28, 
po. 5, A of N 

U.S. Maritime Commission appeals to Dr. John 
Steelman for return of 57 tankers now 
operated by Navy, 8/3, p. 5, & of N 


MILITARY PETROLEUM ADVISORY BOARD 

~ Oil industry, military already has setup in 
MPAB to meet emergency, 10/26, p. 11, Wash, 
Colum 





MILLER COMMUNITY OIL CO, | 
Converts to comop; business thrives, 11/2,p.7, 
Midwest Columns 





MINVESOTA 
~ Dept. of Justice asked to investigate Minne= 
sota gasoline prices, 9/14, p. 15 
Newspaper colummist aids summer fill in Minne- 
sota, 9/14, p. 7, Midwest Colum 
Request for investigation of gasoline prices 
in state by Dept. Justice headed off by Std. 
Indiana price change, 9/21, p. 17 
St. Paul’s Fire Marshall adopts rule outlawing 
self-serves, 7/27, p. 15 
Self-serve ban printed in safety code, 10/26, 
Po 22 


MISS ISSIPP 2 

Counter pro’ «sal hinted on Mississippi gasoline 
tax increase, 12/28, p. 14 

Gasoline tax hike seen out for 1949, 12/21, 
Pp. 16 

Gasoline tax increase of 1¢ has little chance 
of enactment, 12/7, po. 56 

Oil men to recommend state system of measuring 
gasoline ootane rating be changed to re= 
search method, 11/30, p. 5, A of N 

Reported several oil companies looking for 
river sites along upper Mississippi river 
for terminals, 12/7, p. 5, A of N 

Senate votes to reconsider gasoline tax hike 
of 1g, i2/14, po 14 


MISSOURI 


Court vetoes suit to halt referendum on gaso~ 
line tax, 11/16, p. 59 


MOIR, H.L. 
*Lists needs for frequent lubrication of cars, 
at Imdpt. Compounders’ meeting, 10/5,p.16, 

Castle 


-A6— 


MIL — WE 


MOTOR OILS — See LUBRICANTS, LUBRICATIONS 


MOTOR VEHICLES — For specific listings see 
TRUCKS, TRUCKING; AUTOMOBILES . 
Registrations dip from 3-year peak, 9/7, 

p. 17 


MOUGEY,, H.C. 
*General Motors lube expert gives views on 
5W motor oil, at API meeting, text, 11/9, 
p. 32 





MOVIES - See FILMS 


MUNITIONS BOARD = See MILITARY 





MURRAY, SEN. 
*Bili would push private investment, not 
govt, im symthetic fuels, 7/20, p. 17 
Shows circuitous reasoning of a new dealer 
on natural gas control question, 10/19, 
po 11, Wash, Colum 





MYERS , SENATOR 
Plans to make study of “business antitrust 
laws", 11/9, p. 5, A of N 
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NATIONAL ADVISORY COMMITTEE FOR AERONAUTICS 
Lube 011 study on defoaming available to public 
now, 7/13, po 52 








NATIONAL ALLIANCE OF INDEPENDENT BUSINESS 
Fails in recruiting oil men to serve on board 
of directors, 12/21, p. 15 





NATIONAL ASSN. OF INDEPENDENT TIRE DEALERS 
*Favors some kind of Federal Trade Commission 
limit on quantity discounts, 11/9, p. 40, 
Sturtevant 
To persuade Federal Trade Commission to make 
tire quantity discount limits cover spare 
tires, 11/9, p. 5, A of N 





NATIONAL BUREAU OF STANDARDS 
Revises handbook om weighing, measuring devices, 
12/7, p. 32 





NATIONAL BUTANE=—PROPANE ASSN. 

Code of safe practices makes way easier to get 
LPG insurance, 9/28, p. 9, A of N 

Fram, Forrest, elected pres., 11/30, p. 10, 
frontispiece 

Fram, Forrest, elected pres., list & pic of new 
officers, 9/28, p. 41 & 42 

September meeting's two day program outlined, 
8/10, p. 2 

*Told co-operatives a threat to LP gas industry, 
at meeting, 9/28, p. 41, Castle 











NATIONAL CONFERENCE ON WEIGHTS & MEASURES 
Weights & measures handbook available soon, 


) 7/13, Po 37 
t NATIONAL CONGRESS OF PETROLEUM RETAILERS 
Advocate prominent posting of ‘gas*® tax on 
pumps, 7/20, p. 24 
Issues warnings on antifreeze, at meeting, Ran- 
kin Peck re-elected pres,, 9/21, p. 24 








NATIONAL COUNCIL OF FARMER CO—OPERATIVES 
*Commends oil jobber co-op shift plan as smart, 
sound, 7/27, pe. 18 





NATIONAL DIXIE DISTRIBUTORS 
Urge tax relief bill passage to eliminate the 
"notch”® tax, om incomes, 11/9, p. 21 





NATIONAL FEDERATION OF INDEPENDENT BUSINESS, INC, 





Opems coupon campaign to back A & P aatitrust 
suit, 11/9, p. 18 


NATIONAL FIRE PROTECTION ASSN. 
Issues flammable liquids ordinance draft, 8/10, 
p. 43 
*Partial text of suggested ordinance on flam 
mable liquids, 11/9, p, 17, Dietrich 
Seeks comments on model Fire Ordinance Draft, 
11/9, p. 17 





NATIONAL HIGHWAY USERS CONFERENCE 
May oppose road tax diversion and rural road 
aid by federal government, 10/12, p. 9, 
AofN 





NATIONAL LABOR RELATIONS BOARD - See LABOR RELA~ 
TIONS — National labor Relations Board 





MT 





NATIONAL LUBRICATING GREASE INSTITUTE 
*Clarificatiom of lube terminology needed, 
Tastitute told at meeting, 11/2, p. 30 
“Daniel, A.J., named pres., list of officers, 
11/2, pe 30 








NATIONAL OIL JOBBERS COUNCIL 
Attempt to get together with Nat, Oi] Mar— 
keters Assn. on divorcement issue, 7/9, 
pe 9, A of N 
*Bero, John, elected pres.; Economic concen 
tration committee continues; Chicago 
meetings list of officers, 11/9, p. 16, 
Castle 
Bero, John, gives views on NOJC's problems, 
8/10, po 7, Midwest Colum 
Sero, John L., may be next chairman, aad John 
Harper may be next vice chairmn, 10/26, 
po 9, A of N 
*Bero, John tells how jobbers must keep in 
step with the times, 11/9, p, B 
Bero, John, well qualified to continue com 
petitive spirit in Jobber Council actions, 
11/9, p. 23, Bait, 
Called “Big 011" ty Co-operative Consumers 
Assn., 11/30, p. 8, Midwest Colum 
District setup should expedite group's ac» 
tiom, list of distriots, 12/7, p. 7, Mid- 
west Colum 
East Coast jobbers not too hopeful im get= 
ting NOJC to protest additional restrio— 
tions on oil, 11/2, p. 5, A of N 
*FTC's Oil Heat Code opposed at meeting; 
other council action, 7/27, pe 14, Woll- 
stadt 
*Gwaltney, J. Parks, says efficiency, econony 
are essential to jobber’s business life, 
at Alabama Jobbers meeting, 10/5, p. 17 
Northwest Petroleum Assn. spurnm NOJC's De- 
troit Case resolution, 7/20, p. 18 
Prepares to give more time to regional prob= 
lems; list of regional directors; com- 
ments on annual meeting, 11/16, p. ll, 
Midwest Colum 
Sets up system of districts, TBD 12/7 >pe2l 
*Texas Oil Jobbers Assn, organized, group 
urged to join jobber council, 7/20,p.19, 
Ballad 





NATIONAL OIL MARKETERS ASSN, 

Asks House of Representatives to approve 
O°Hara measure calling for oil price in 
vestigation, 11/16, p. 71 

Attempts to get together with National Oil 
Jobbers Council on divorcement issue, 
7/6, po 9, A of N 





NATIONAL OIL POLICY — See FEDERAL GOVERNMENT — 
Committees, House Commerce Oil] Subcom 
mittee (Harris) 











NATIONAL PETROLEUM ASSN, 

Completes program for 47th annual meeting, 
9/75 Po 59 

Comvention to feature Robert Freer on oil 
price problems, list of other conven- 
tion plans (Sept. 14-16), 8/10, p. 58 

‘Fraser, Alexander, pres, of Shell Union, 
terms rising cost of automotive trans- 
portation serious problem for oil, at 
NPA meeting, text, 9/2, p. 25 
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NATIONAL PETROLEUM ASSN, = Cont'd 

*Free Enterprise must be pushed by businessmen, 
NPA told by Brooks of Texas Co.; Detroit 
case, Basing point issues discussed, at meet— 
ing, 9/21, pe 18 _— 

Reports committee of Eastern railroad exeou- 
tives agrees on cut in tank car rates for 
lubes, greases, 9/14, 7. 42 

Zehrung, W.S. of Pennzoil Co, re-elected pres., 
9/21, p. 18 





NATIONAL PETROLEUM COUNCIL 

Committee on Petroleum Imports to hear Jobber 
and refiner import subcommittee, list of mm 
bers, 10/26, p. 41 

Hallanan blasts attacks on bigness of business, 
7/20, po. 14 

Hallanan, Walter S., objects to oil financing 
of British now proposed, 10/19, p. 19 

Hallanan, Walter sets good example of how oil 
must refute Barkley, other bureaucrats, 

11/23, p. 19, Edit. 

Harris House 0il Subcommittee plan may mean end 
of OGD & Petroleum Council, 8/24, p. 7, Wash. 
Colum 

Horning, Pres., to issue work book to council 
members about Dec. 15, 12/7, p. 9, Midwest Col, 

Indpts, will help nation and selves by answering 
National Petroleum Council manpower question- 
naire, 10/5, pe. 20 

«Interior Dept., NPC concerned over slow movement 
of fuel oils, 8/3, po 20 

*Krug proposal for committees to study effect of 
imports on domestic industry accepted; Mo- 
Collum to head one group; list of members, 
8/3, Po 16 

*levy, Walter of ECA asserts U.S. oil must read— 
just to global changes, at NPC meeting, other 
developments, 8/3, p. 16 

Names 24 member committee to study question of 
imports, list, 8/10, p. 13 

Quarterly meeting October 25, 1949, 9/28, po 2 

Some major company officials feei NPC relation 
with govt, too close, 11/30, p. 5, A of N 

Subcommittee drafting proposed report on imports 
policy hasn't yet come up with unanimous 
recommendation, 11/16, p. 5, A of N 

Threat of political meddling must cease if NPC, 
or any other agency, to do liaison job 
faithfuil: 11/23 19, Edit, 


Y) 
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issolved; Tokheim Oil Tank Pump Co, = ional 
Dissolved; Tokheim Oil Pump C Nat 
Pump division replaces it, 12/21, p. 16 


NATIONAL TANK TRUCK CARRIERS, INC, 

Board meets to hear tank truck economic data, 
9/7, Po 41 

Continues attack on oil rail rate cuts; ICC sus- 
pends Southeast tariffs, 10/12, p. 47 

Gives winners in Truck safety contest, 10/26, 
Do 24 

Mark up good safety record in 





May , 


7/20 ,pe24 


NATIONAL TAX EQUALITY ASSN, 
‘Free Bucks’ stunt ives Treasury the jitters 
7/20, Po 24, Edit. 
North Dakota group launches campaign against 
co-ops, 10/12, p. 11, Midwest Colum 





D 


NAT — NEW 


NATURAL GAS 
stern Seaboard oil marketers face growing 
gas competition, state roundup of natural 
gas use, 11/16, p. 9, Atlantic Coast Col, 

*Electric utilities shift rapidly from coal to ) 
oil & gas, Federal Power Commission report : 
shows, tables, 11/2, p. 32 

Empire State Petroleum Assn,'s editorial 
asks defense limitations for expansions of 
gas lines proposed, 12/14, p. 14 

Jacobs, WoM., Vep. Southern Calif, Gas Co,, 
says fuel oil taking business away from 
gas, 12/14, p. 11, Pacific Coast Col. 

Local factors will determine impact of gas 
on oil markets (comments on E, Holley 
Poe's API paper), 11/23, p. 7, Atlantic 
Coast Colum 

Murray, Senator James, shows circuitous rea— 
soning of a new dealers on natural gas con- 
trol question, 10/19, p. 11, Wash, Col. 

*Natural gas competition for heating fuel 
market showing steady growth, 9/7, p. 42 

New England fuel oil operators worried over 
natural gas being brought in by 3 pipe 
lines, 9/21, po. 7, A of N 





*Poe, E. Holiey, tells how growth cf natural 
gas use my affect oil refining, markete 
ing, at API meeting, text, 11/9, p. 34 

Price factor stressed to point up growing 
gas competition to oil heat in New Eng- 
land area, 11/2, p. 35 

Several firms switch to natural gas heat 
to avert smog, 12/14, p. 11, Pacific 
Coast Column 


NATURAL GASOLINE ) 
Great lakes Pipe Line Co, will add natural 


gasoline to products now handled, 11/16, 
po 5, A of N 























NATURAL GASOLINE ASSN. OF AMERICA 
Pew, James E,, pres., 7/20, p. 12, frontis. 
NEBRASKA 
Omaha proposed crdinance to close service 
stations on Sat. or Sun, to be easily de- 
feated, 11/9, po 1 
NEBRASKA PETROLEUM MARFETERS ASSN, 
~ Davison, Alien, of Davison Oil Co, elected 
pres.j iist of officers, 12/14, p. 19, 
Castis 
“Farm credit accounts should be put on 30= 
60 day basis, jobbers told, 12/14, p. 
19, Castle 
Frontier reveals they will honor all oil 
company credit cards; plan new pipe 
line, at Nebraska meeting, 12/14, po. 9, 
Midwest Column 
NEVADA 
17 counties accept optionai ‘gas® tax of 
lg per gale, 7/20, Po ll, Pacific Coast 
Col. 
NEW JERSEY 
~ Ban on self-serves to get court decision ) 
soon, 7/13, p. 15 
Consumer‘s Research Bulletin suggests pub= 
lic rush to aid cf self-serves before 
they are all banned, 7/27, p. 15 
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NEW JERSEY — Cont'd 
sFx self-serve operators (Rein Motors) lose court 
fight to retain low price schedule, 7/27,p.15 





) yew JERSEY PETROLEUM MARKETERS ASSN. 
: “Newly organized, plan dinner Nov. 17, list of 
executive committee, 10/19, p. 57 
Will consider merger with two other Jersey job— 
ber groups, 11/23, p. 18 


NEW JERSEY RETAIL GASOLINE DEALERS ASSN, 
‘Dressler, John says sm4ll business needs Fair 
Trade laws at API annual meeting, 11/16, n.52 








NEW YORK 
Gloversville gets two self-service pumps, 7/27, 
po 15 
State’s Attorney gathers price informtion, 
1/30, po i8 


NICKERSON, A.Le 

*Defends ‘gas’ price hike in face of attacks on 
oil, chart, 7/6, p. 15 

Oil*s good record on gasoline prices needs tell— 
ing, yet Maybank probers hear from Socony- 
Vacuum only, 7/20, po. 23, Edit. 

Premium gasoline controversy crops in Senate 
probe, 7/6, po 11, Wash, Colum 





~ 


JORTH CAROLIM ASSN. OF CONSIGNMENT DISTRIBUTORS 
Has 40 members; expects to enroll many more: 
Fred W, Hines organizing secretary, 7/27, 

Po S,A0f N 








3 NORTH CAROLINA OIL JOBBERS ASSN. 
) *Consignment distributors organize as wing of 
North Carolina jobbers, pic of some members, 
list of officers, 8/10, p, 15 
*Jobbers vote to study possibilities of turning 
co-op, at meeting, 9/14, p. 16, Patla 





NORTH DAKOTA TAX EQUALITY ASSN, 
Mail campaign tells farmer co-ops they owe fed= 
eral income tax on patronage dividends, 
11/30, p. 8, Midwest Colum 





NORTHWEST PETROLEUM ASSN, 

Campaigns to raise money for Sister Kenny Foun— 
dation, 12/28, p. 8, Midwest Colum 

Upper Midwest Oil Burner Assn, merges and be~ 
comes Northwest Petroleum Assn,‘s Oil Burner 
Division, 11/2, p. 34 

Withdraws support of NOJC resolution calling 
for reverse of Detroit case decision, 7/20, 
p. 18 





NORTHWESTERN REFINING CO. 
Only refinery above Wood River, Iil, on Missis= 
Sippi, pic, 12/21, p. 42, Warren 





NORWALK PETROLEUM CO, 

Aubert, L.L., pres. tells distributors company 
plans further expansion, 12/21, po 13, 
Pacific Coast Colum 

One of top dozen suppliers in West since war, 

) 9/7, po 13, Pacific Coast Colum 

Supplies temperature forecasts to citrus coun 
try - to increase orchard heating oil sales, 
11/9, po 11, Pacific Coast Colum 
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O'CONNORS' SERVICE STATION 
‘Bean, F.A. lauds station for top notch service 
and cleanliness, pics, 11/23, p. 34 & Cover 





OHIO 
Marsh, of Ohio Petroleum Marketers Assn., cites 
good roads in Ohio, at meeting, 9/28, p. 22, 
Sturtevant 





OHIO OIL CO. 

Builds 119,000 bbl. terminal, 11/2, p. 12 

*Dedicates new refinery of high octane gasoline, 
10/12, p. 19 

First half financial report, 8/10, p. 20, 
8/17, po. 14 

9 month earnings dip below 1948, 12/7, p. 18 

Ohio Oil incident shows driver courtesy builds 
good#public relations, 11/30, p. 24 

Opens modernized refinery at Robinson, Illinois, 
10/5, p. 20 

*Pictorial story of a day with merchandising 
salesman (Robert E. Hesher) pics, 8/3, p. 26 





OHIO PETROLEUM MARKETERS ASSN. 

‘Fuller, Hubert B, gives clear account of Std. 
Indiana-FTC Detroit case, at Tennessee Oil 
Men's meeting, text, 7/6, p. 35 thru 38 

*Wieland, John of Sohio says better public opin- 
ion of industry will head off socialism, at 


meeting; Marsh cites good roads in Ohio, aes 
9/28, po 22, Sturtevant . 


OIL BURNERS & OTHER HEATING EQUIPMENT 

*‘Burner service competition keen; Washington, 
D.C. distributors offer free parts; contracts 
listed, 8/3, p. 32, Patla 

Dealers experience rush of business since Sept, 
1, 10/19, p. 9, A of N 

*Export of oil burning equipment shows upward 
trend so far in 1949, 11/2, p. 34 

Exports of kerosine cooking stoves increases; 
comparison tables of kerosine & other heating 
equipment, 1939 — 1948, 9/14, p. 46 

June shipments rise 12,000 above May, 8/24,p.32 

New construction of churches, hospitals & 
schools to be biggest source of new business 
for next two years, 8/31, p. 5, A of N 

New England burner use up 10%, Indpt. Oil Men's 
Assn, says, table, 10/12, p. 41 

New Ingland Oil Heat Institute plans oil burner 
service classes, 9/14, p. 47 

*New oil burning tobacco curer saves 30% in fuel 
costs, pics, 8/10, p. 22, Sturtevant 

New Upper Midwest Oil Burner Assn, adopts code 
of ethics, meeting, 8/10, p. 24 

Oil Heat Code’s provision against “loss 
leaders” may apply to oil burner service char— 
ges, 8/17, p. 5, A of N 

Training course for oil burner salesmen offered 
at Walter Hervey, Jr. College, 9/7, p. 43 

Trouble forecasted this winter because of in- 
stallation of cheap pot type burners & short— 
age of range oil, 8/17, p. 5, & of N 

20% gain in oil heating equipment forecast for 
1950, 11/2, p. 32 

Upper Midwest O11 Burner Assn, becomes Oil 
Burner Division of Northwest Petroleum Assn., 
11/2, p. 34 
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OIL DEALERS ASSN. OF ARKANSAS 





- Barton, Col, T.H. of Lion Oil Co, urges vigi- 
lance against socialism in U.S. at 15th an- 
nual meeting, 12/7, p. 32 

Hit gasoline tax rise, proposed road study, 
at conventions list of officers, 11/30,p.20 


OIL AND GAS DIVISION — Dept. of Interior — See 


DEPA OF INTERIOR — Oi1 & Gas Divi- 
sion 


OIL HEAT CODE — See FUEL OIL —- Oil Heat Code 





OIL HEAT INSTITUTE 





Handy table computes oi. +s. gas heat costs, 
11/16, p. 56 


OIL HEAT INSTITUTE OF NEW ENGLAND 





Benefits of trade practices rule of the Tex— 
tile Fabrics Assn, outlined to OHI at meet— 


ing, 11/9, p. 20 

Oil Heat Code being used by OHI group to 
push new oil heat business, 9/14, p. 46 

Plans oil burner service classes, 9/14,p.47 


OIL INDUSTRY INFORMATION COMATTEE 





Chart shows growth of fuel oil demand from 
1918 thru 1948, chart, 10/19, Cover 

*Closer tie between Ollt and API outgrowth 
of Washington meeting, 8/3, p. 13, Die— 
trich 

Film “last Ten Feet", 7/27, p. 58 

Freyermuth, George H,, new chairman, 12/14, 

p. 12, frontispiece 
Kirkpatrick (Southeastern chairman) sees ) 
new threats to economic system in adminis— 
tration actions, 9/14, p. 19, Edit. 

*Minority views hold threat to oil, OIIC pub— 
lic opinion survey shows, list of ques— 
tions, 10/19, p. 46 

1949 budget to be carried over into 1950, 
8/3, p. 5, A of N 

Reports Oil Progress Week exhibits total 
passes 1,200 mark, 9/28, p. 19 

Service station training plan grows in Brook— 
lyn, 12/7, pe 9, Atlantic Coast Colum 

Table shows average yields of principal 
products per barrel of crude oil 1918 thru 
1948; gasoline increases sharply in 30 
years, 11/30, Cover 








OIL PROGRESS WEEK — See Main Head OIL PRO— 
GRESS WEEK 


OIL INDUSTRY TBA GROUP 
*Haenggi, Arthur N,, national chairman; list 
of officers, pic, 12/14, p. 32, Sturte— 
vant 
*Haenggi, Arthur N,, new chairman, 12/21, 
p. 14, frontispiece 
*Manufacturers should set up programs to fit 
oil's needs; training, inventory control, 
advertising discussed, at meting, 9/21, 
po 49 & Cover, Sturtevant 
Midwest Section holds meeting at St. Louis, 
pic of members, 9/21, p. 49 & Cover, \ 
Sturtevant 
*St. Louis convention program outlined; list 
and pics of officers, 11/23, p. 42 
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OIL INDUSTRY TRA GROUP — Cont'é 
*Switzer, G.l., Shell Oil Co., says 50% of re- 
placement tire sales is oil‘s share, at 
convention, pic, 12/14, p. 32, Sturtevant 








OIL PRODUCERS AGENCY OF CALIFORNIA 
*O0il refinery yields must conform with demand 
to avoid surpluses, report shows, 7/13,p.17 
West claimed self-sufficient in petroleum; 
import suspension asked, 7/13, p. 11, Pacific 
Coast Colum 





OIL PROGRESS WEEK 

«Events set for hundred of towns; summary of pro- 
grams in different tows, 10/12, p. 0 

Individual companies lead in Oil Progress Week 
events, 10/19, p. 15, Pacific Coast Colum 

*list of activities in towns and cities expands 
as programs get under way, list, 10/19, p.17 

*Oil men at local levels plan varied programs to 
observe Progress Week, list of programs, 10/5, 
Pp. 14 

Oil Progress Week can be an effective weapon 
against socialism if everyone supplies ammuni- 
tion, 10/5, p. 19, Edit, 

Oil Progress Week marks industry's 90 years of 
progress, pics, 10/26, Cover 

“Oil tells nation how free industry has contribu= 
ted to U.S. progress, welfare; summary of pro= 
grams in cities, pics, 10/26, p. 17 & Cover 

Plans for celebration underway, 9/7, p. 60 

*Reports of Oil Progress Week activities through— 
out country continue to come in, 11/2, p. 13 

) Reports show greater participation in 0il Pro= 








gress Week, 11/23, p, 51 

Total of Oil Progress week exhibits passes 
1,200 mark, 9/28, pe. 19 

Western Oil] & Gas Assn. endorses Oil Progress 
Week aims, 8/10, p. 59 


iL WORKERS INTERNATIONAL UNION — See LABOR RELATIONS 





OKLAHOMA 
Phillips, Leon C, is mentioned for candidate for 
U.S. Senate against Sen, Elmer Thomas, 12/28, 
po 5, A of N 


OLDS, LELAND — See FEDERAL POWER COMMISSION 





‘MAHONEY BASING POINT PRACTICES BILL = See BASING 
POINT PRICE SYSTEM 





PINION RESEARCH CORP, 
*Public opinion study of oil shows gasoline price 
criticism has spread, 9/21, p. 16 











PACIFIC COAST COLUMN 

Activation of Elk Hills Voluntary Petroleum Re- 
serve Training group announced, 11/23, p. 11 

Ban on price-cut signs seen headache for many 
dealers, 7/20, p. 11 

Barnsdall Oil Co.'s proposed merger with Ogden 
Corp, called off, 11/30, p. 9 

Believed oil extraction is cause of sinking of 
Terminal Island; companies asked to cut crude 
production, 11/30, p. 9 

Ben Hur Refining Co. to expand plant facilities, 
10/19, po. 15 

Brown Drilling Co, joins forces with Kerr— 
McGee to carry out drilling operations in Ku- 
wait, 9/14, pe 9 

California adopts bill making person responsible 
for accident also pay for cost of cleanup, 
8/24, pe 11 

Calif, ban on price cut gasoline signs enforced 
by state officers, 10/12, p. 15 

Calif, crude production drops, 8/17, p. 11 

Calif. gets set to enforce service station price 
sign law, 11/30, p. 9 

Calif. law banning gasoline cut-rate price signs 
to be fought by self-serve operators, 9/21, 
p. 13 

Calif, oil men greet cold snap as fuel oil de— 
mand booster, 12/21, p. 13 

Calif, revenue from tidelands oil to be impounded 
in special fund; gasoline & diesel tax yields 
for My, 8/3, p. ll 

Calif, self=-serves blame new price sign law for 
indiscriminate pricing, 11/2, p. 9 

Calif. Std. completes new submarine pipe line 
near Carpinteria (near Los iuamasl, 12/21, 
Pe 13 

Calif. Std. has new line of Diesel and heavy 
duty gasoline engine lubricants in face of 
surpluses in Calif., 11/23, p. 11 

Calif, Std, to protest recommendation of NLRB to 
take back 3 men who engaged in strike vio— 
lence, 12/14, p. ll 

Calif, Std. Public relations keyed to ‘Citizen 
of the West’ theme, 8/24, p. 11 

Calif. Std. reports business 2/3 greater today 
than 10 years ago in 5 westernmost states; 
pushes program of capital investments, 12/14, 
pe ll 

Calif. state anti-cut rate gasoline sign bill 
goes into effect Sept. 24, 9/14, p. 9 

Calif, State Lands Commission has permission 
from Dept. of Interior to advertise for bids 
on tidelands oil development, 12/28, pe 9 

Calif. wholesale distribution of gasoline hits 
high in Sept., 11/30, p. 9 

Carter Oil sets date for formal opening of refin— 
ery, 8/17, p. 11 

Cartoon theme features Signal's big ad campaign, 
8/31, p. 9 

Collier, H.D. of Std. Calif, says tight coal 
situation will create big demand for oil this 
winter, 10/12, p. 15 

Controversy on gasoline price signs still in 
court's hands, cartoon, 10/26, p. 15 

Crude overproduction still harassing western oil 
industry, 9/21, p. 13 

Cut-rate shale gasoline seen possible, 7/6,p.13 

Doheny, (Mrs. Edward) oil properties up for 
sale, 8/17, p. il 

Eagle decision gets reaction; has new supplier, 
8/17, p. ll 
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PACIFIC COAST COLUMN — Cont'd 
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gle dememphasizes self=—serve, hits mis— 
leading price postings, 11/2, p. 9 

Eagle 011 Co.'s deal to buy controlling int— q ) 
erest of Sunset 0il Co, is off, 10/26, 
p. 15 

Eagle Oil & Refining Co.'s deal to buy Sun— 
set Oil off, 10/5, p. 11 

Eagle-Std, return engagements assured, 8/3, 
Pe ll 

Eagle supplies new self-serves, 8/10,p,11 

FBI reported quizzing self-serve operators 
on supply sources & prices, 11/30, p. 9 

General Petroleum adopts accordion fold 
maps, 7/12, pe 1l 

General Petroleum conclwes negotiations with 
AFL at Torrence refinery, 8/10, p. 11 

General Petroleum contributes driver educa— 
tion testing devices to state, 8/31, p. 9 

General Petroleum extends pension plan, 
8/10, pe 11 

Generai Petroleum to help 10 students, 9/14, 
Po 9 . 

Generali Petroleum Corp, interrupts flow of 
oil from Los Angeles basin to Mojave des— 
ert, 9/7, p. 13 

General Petroleum's Torrence tank farm 
reservoir now receiving fuel oil, 7/20, 
pe ll 

Hancock Oil Co, does monthly business of 
20,000 gals., 8/24, p. 11 

Hancock Oil Co, plugs free enterprise sys— 
tem, 7/21, p. 11 

Heavy fuel shipments East may help Calif, 
surplus squeeze, 10/12, p. 15 { a ) 

Heavy fuels surplus seen cause of gasoline 
contract cancellations, 7/13, p. 11 

Idaho surveys state highways, 7/13, p. ll 

Individual companies lead in Oil Progress 
Week events, 10/19, p. 15 

Jacobs, W.M., vep. Southern Calif, Gas Co, 
says fuel oil taking business away from 
gas, 12/14, p. 11 

Light oils join residual fuel in West's 
over—supply dilemm, 10/5, p. 11 

Loar Bros, distributors for Kendall,8/17, 
pe li 

Los Angeles rejects plan to limit stations 
to six pumps in residential areas, 10/26, 
pe 15 

Mattison, Gordon says there will be surplus 
of dollar oil due to reduction of pound 
sterling, 10/5, p. 11 

McAllister, of Shell, states shale oil can te 
be delivered in near future at below : 
$2.50 barrel, 10/12, p. 15 

Mincklier, Robert of General Petroleum criti 
cises British labor govt., 8/24, p. 11 

Myers, FF. offers to buy outstanding stock 
of Republic Petroleum Co., 10/5, p, 11 

New self-serve in San Francisco area, 7/6, 
Pe 13 

New semi-self-serve pumps gasoline — 
that's all, 7/27, p. 11 

Norwaik Petroleum Co, one of top dozen sup— 
pliers in West, 9/7, p. 13 4 

Norwalk Petroleum Co, plans further expan- 
sion, 12/21, p. 13, Pacific Coast Col, 

Norwalk Petrol. Co. supplies temperature 


forecasts to citrus country — to increase 
orchard heating oil sales, 11/9, p. 11 
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PACIFIC COAST COLUMN — Cont'd 


f-shore blasting called harmful nuisance, 
8/10, p. 11 

Oil companies expand plants to correct ‘gas’ 
residual jam, 8/17, pe. 1l 

Oil industry strikes back at critics on smog 
issue; Pres. Taylor of Western Oil & Gas 
Assn. defends oil companies, 12/7, p. ll 

Oil industry virtually oleared of smog charge, 
10/12, p. 15 

Oil shipments East ease stock situation but 
offer no cure, 11/23, p. ll 

OWIU on West Coast lays plans for shorter week 
and pensions, 7/6, p. 13 

Pacific Gas & Electric Co. constructs new pipe 
line, 7/6, po 13 

Possible effect of California cut-rate gaso~ 
line sign ban given, 9/28, p. 15 

Quaker State markets new automatic transmis- 
sion fluid, 8/10, p. 11 

Return of stiff competition highlights 1949 de— 
velopments on West Coast, 12/28, p. 9 

Richfield distributes anti-rust gasoline, 7/6, 
p. 13 

Richfield reports increased earnings first 
half, 8/10, p. ll 

Rio Grande Petroleum Products markets rust— 
proof °gas’, 7/20, p. ll 

Self-serve operators prepared to fight gaso~ 
line cut price ban, 10/5, p. 11 

Self-—serves rap opponents in newspaper advertise— 
ments, 11/9, p. ll 

Self-serves submit amended complaint against 
Calif, price sign law, 12/28, p. 9, Pacific 
Coast Column 

Serve~Yourself Gasoline Stations Assn, regards 
policy of AAA toward self-serves biggest de= 
velopment of year; Richfield supplies Tide- 
water with crude, 11/16, p. 13 

Serve-Yourself Gasoline Stations Assn. reports 
members will go to jail rather than change 
gasoline price signs, 12/7, p. ll 

Service station gets new customers by checking 
parking meters and inserting nickel when 
overdue, 11/9, p. 11 

Several firms switch to natural gas heat to 
avert smog; oil industry continues to battle 
unfair smog criticisms, 12/14, p. 11 

Shell Development company to construct 4—story 
administration building in Emeryville, Cal., 
11/30, p. 9 

Shell 0il Co, completes new waterfront terminal 
at Tacoma, Wash., 12/7, p. ll 

Shell O11 Co. forms “Salesman of the Month* 
club, 8/31, p. 9 

Shell sells gasoline to self=serve but doesn't 
condone operation, 9/28, p. 15 

Signal 0il Co, sends reminders to dealers to 
clean up restrooms, 9/14, p. 9 

Socal cancels crude oil purchase contracts, 
7/6, po 13 

Socal claims deepest oil production at San 
Joaquin Valley, 9/7, p. 13 

Socal is now billion-dollar concern, 9/14,p.9 

Socal markets néw avgas, 7/13, p. 11 

Southern Pacific RR shows Diesel fuel cheaper, 
7/20, p. li 

Std. Calif. says Salt Lake City refinery to be 
finished in 1950, 8/31, p. 9 

State Fish & Game Commission cancels companies 
permits to dynamite, 7/20, p. ll 
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PACIFIC COAST COLUMN = Cont'd 





Sunset 011 Co, to sell controlling interest 
to Eagle Oil & Refg. Co., 8/31, p. 9 

The "5—off" Gasoline Stations Inc,, stage 
formal opening extravaganza for 2 super 
self-serves, 8/10, p. 11 

3—City ordinance changes affecting oil in 
dustry, 8/10, p. 11 

Tide Water sponsors football broadcasts, 
9/14, p. 9 

Time Oil Co, cuts manhandling of heavy oil 
drums to minimum by using gravity tracks, 
12/21, pe 13 

Union Oil ad on quality stirs West Coast 
interest, 9/14, p. 9 

Union Oil Co.'s accruement of heavy fuel oil 
surplus spotlights oil problem in West, 
9/7, po. 13 

Union Oil to begin construction of new re— 
search plant, 7/20, p. ll 

Union 011 Co, to centralize research in new 
$5 million plant; Torrence city ordinance 
banning discharge of noxious odors, 
tabled, 7/27, p. 11 

Union Oil Co. outs quarterly dividend, 
10/5, p. 11 

Union Oil Co, gives 25% ownership each to 
Signal Oil and Hancock of North Dakota 
fields, 9/7, p. 13 

Union Oil Co, to search for oil in southern 
Alberta, 9/14, p. 9 

Union Oil Co. to set up oil museum as pub— 
lic relations project, 9/21, p. 13 

Union Oil to spend 40 to 70 million dollars 
to change refineries, 9/14, p. 9 

Union Oil Co, Calif. completes 6,000 b/d 
Duo—Sol unit at Oleum refinery, 11/23,p.11 

Utah not given up as oil state, 8/24, p. ll 

West claimed self-sufficient in oil, 7/13, 
p. il 

West Coast self-—serves win 2 victories, suf- 
fer one set-back, 11/16, p. 13 

Western Oil & Gas Assn, sets up mrketing 
ordinance committee, list of members, 
7/20, pe ll 

Western Oil & Gas Assn. will tell public 
about sesmic operations off California 
Coast, 11/23, p. il 


PAN AMERICAN PETROLEUM CORP, 
- Merger with Root Petroleum Co, OK'd by two 
directors, 7/27, p. 14 
Merges with Root Petroleum Co, to form 
Pan-Am Southern Corp., 9/7, po 19 
To install 9,300 b/d coking facility, 11/2, 
Po 30 





PATMAN, WRIGHT, REP, — (See also FEDERAL 
COVERNIENT - Committees, House Small Bus, 
Committee (Patman)) 
Appears to be using loaded dice in proposed 
antimonopoly probe, 7/13, p. 20, Edit, 
To persuade House Small Bus, Committee to 
consider advisability of disintegrating 
oil & rubber industries, 7/13, p. 13 
Works on bill proposing limitation on num 
ber of retail outlets which 4 manufactur~ 
er can operate, 10/5, p. 5, A of N 








PD GASOLINE — See REPUBLIC OIL CO, or GASO— 
LINE — Octane Ratings 
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PEARSON, DREW 
*Mid—Continent Petroleum Corp, attacks Pearson's 
tax settlement story; fraud is denied, 
12/28, p. 18 





PEERLESS PETROLEUM COMPANY 
Merritt, Harold, pres; Michigan Petroleum Assn, 
pres,, 9/14, pe. 12, frentispiece 





PENNSYLVANIA 
Jobbers say their margins are too thin, 8/24, 
po 7, Atlantic Coast Coium 
Turnpike Commission may use split station facili- 
ties on projected extensions of highway, 
10/19, po 9, A of N 





PENNSYLVANIA GRADE CRUDE OIL ASSN, 
Plans closer co-operation with Penna, Grade 
Assn., 12/21, pe. 16 
Votes to send representatives to testify in fu 
ture hearings on financing of European oil 
expansion with ECA money, 12/7, p. 16 





PENNSYLVANIA PETROLEUM ASSN, 

*Industry must fight nationalistic trends now, 
0il Jobbers are told at meeting, 10/19,p.46, 
B jorkback 

List of officers, 10/19, p. 46, Bjorkback 

Phillips, GE, “Ea” new pres., 12/7, po 12, 
frontispiece 

Teamwork between suppliers, distributor should 
be hastened, say W.E, Black of Esso Std. & 
G.D. MeoDaniel of Socony at meeting, 10/19, 
po. 13, Atiantic Coast Colum 





PENNSYLVANIA TURNPIKE COli{ISS ION 
Makes plans for letting concession on turnpikes 
eastern extension, 7/27, p. 5, A of N 








PENNZOIL CO. 

Oil city strike nears end of third week, 7/20, 
Po 1? 

Strike hits Oil City 





refinery , 


PERSONNEL CHANGES & ADDITIONS ~ See Name of Company 





PETROL REFINING, INC, 
To shut down 60,000 b/d refinery at Texas City, 
41/9, Po 2 





PETROLEUM CLUB oF DENVER 
Officers & directors, 8/10, p. 12, frontispiece 





PETROLEUM HEAT & POWER COMPANY 
‘Sarge terminal improvements double capacity, 
cuts loading time 50% with filling station 


type rack, pics, 7/13, p. 32 & Cover 





PETROLEUM POLICY COUNCIL BILL (Harris) — See FED- 
ERAL GOVERNMENT — Committees, House Commerce 
Oil Subcommittee (Harris) 











PEW, J. HOWARD 
Sun Oil Co.'s director says profits are much 
lower than anti-industry figures show, at 
API annual meeting, 11/16, p. 15 








To receive API's Gold Medal for achievement, 
11/2, po. 10, frontispiece 










PEA — PIP 


PEW, JAMES E, 
Natural Gasoline Assn, of America preso, 


7/20, p. 12, frontis, 


PHILLIPS, G.E. 
New pres, Pennsylvania Petroleum Assn., 
12/7, Pe 12, frontispiece 





PHILLIPS PETROLEUM CO, 
Mid-year financial report, 8/3, p. 18, 8/17, 
Pe 14 
Third quarter financial report, 11/2, p. 51 
Unit for production of diisopropyl alkylate 
goes on stream, 8/17, p. 58 





PIPELINES 

Carthage Hydrocoli Inc, starts construction of 
synthetic ‘gas’ line, 7/20, p. 16 

*De Groot, John W., gives history and growth 
of product pipe lines at API annual meet— 
ing, text, maps, charts, 11/16, p, 45 

Empire State Petroleum Assn,.‘s editorial 
asks defense limitations for expansions of 
proposed gas lines, 12/14, p. 14 

FPC discouraged congressmen from introduc— 
ing legislation to regulate both oil & 
natural gas interstate trunk lines, 7/27, 
po 5, & of N 

Frontier Refg, Co. to build products pipe 
line from Cheyenne Refinery into eastern 
Nebraska, 12/14, p. 9, Midwest Column 

General Petroleum interrupts flow of oil 
from Los Angeles Basin to Mojave Desert, 
9/7, po 13, Pacific Coast Column 

Great Lakes Pipe Line Co, to add natural 
gasoline to other products handled, 11/16, 
po 5, A of N 

Great Lakes Pipe Line Co, plans $55 million 
expansion, 7/27, p. 16 

Great Lakes Pipe Line Co, starts $37.5 mil- 
lion program to boost line capacity 
1 million b/d, 8/17, p. 24 

Humbie Oil & Refining Co, plans $18 mil- 
lion pipe line, 8/10, p, 19 

Imperial Oil Ltd. plans to raise $90 mil- 
lion for construction of pipeline from 
Alberta to Wisconsin, 9/14, p. 18 

«interior Dept. study shows gain in pipe 
line transportation of oil from 1938 to 
1948, chart, 11/30, p. 32 

Interstate oil pipe line mileage shows 
1946 gain, 11/30, p. 30 

large oil company cuts amount of barging 
in half as additional pipe line capacity 
becomes available, 8/31, p. 5, A of N 

Oil industry pushing greater and greater 
use of trucks as pipe lines draw nearer 
to consumer, 12/7, p. 19, Edit, 

Pacific Gas & Electric Co, constructs new 
gas pipe line from Texas to Northern 
Calif., 7/6, po 13, Pacific Coast Colum 

Pipe arrives for western leg of Trans= 
Arabian pipe line, pic, 11/9, p. 40 

Plastic pipe undergoes Army study, 9/7, 

De 22 

Prediction of new application of radio= 
isotopes by oil companies for use in 
pipe lines, 12/14, p. 16 

Roosevelt Oil & Refg. Co, begins installa- 

tion of 60 mile line, 7/27, p. 16 
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PIPELINES — Cont'd 
econd quarter pipe line revenues decline 2.7%, 
9/75 Po 31 
Sohio begins construction of Toledo-Fostoria 
pipe line, 10/12, po. 24 
Texas Pipe Line Co, to construct i131 mile line 
to North Texas, 7/27, po 16 
eUnion Oil Co,’s pipe line under 
brings gasoline from refinery 
pic, 7/27, Po 32 & Cover 


city streets 
to terminal, 


PLANNING FOR PROFIT 

For: The first 12 of the series 
1949 — PLANNING FOR PROFIT 

eQuincy Oil Co.°s remote control 
loading rack pumps and meters 
dollars, pics, 8/3, p. 
(13th in a series) 

eSunset O11 Co, builds new bulk plant and sata- 
tion, pics, 6/10, p. 26, Ridder, (14 in a 
series 

*Port Petroleum Co, expands terminal storage, 
pics, 8/10, p. 30, Sturtevant {15 in a series) 

«Shell Oil Co. modernized stations in Lim & 
lakewood, O., boost gallonage 37%, TBA sales 
172%, pics, 8/17, p. 32 & Cover, Ridder (16 
in a series) 
«When to replace or expand truck fleets, pic, 
9/7, Po 39, Sturtewant (17 in a series) 
*Bero, John, of Duluth, Minn. builds fuel oii 
ume by personal solicitation, pics, 11/30, 
Po 21, Castle (18 in a series) 

“Jobber investments call for analysis of all 
facets affecting local demand, chart of annual 





=- Ses first half 


system for 
saves jobber’s 
21 & Cover, Sturtevant, 


consumption of motor fuels by vehicles 1910- 
1948, 12/7, p. 22, Sturtevant (19 in a ser 
ies) 


PLATT IN EUROPE 

eEngland: Danger signs still up for oil industry 
in Britain despite reprieve by Socialists, 
6/29, po 21, Platt (#1 in q series) 

*England: Attacks on Sociaiism in Britain grow: 
situation bears close watch by oil men, 
7/6, Po 22, Platt (#2 in a series) 

¢England: Proposed service station rules in Pri 
tain are new threat to oil competition, pics, 
9/14, po. 23 (#4 in a seriss) 





«Germany L1l°s role in the Berlin air lift, 
pics, 8/31 21 thru 30 & Cover (43 ina 
serics 

“Germany. War damage to oil’s building in Beriin 
was heavy , pics, 9/By Po 21 

Holland: Oil moves to markets on oanals in Hol- 

_ land, picy 10/26, pe 35 

*Holland: Shell stations in Holland offer some 
innovations, pics, 11/16, p. 4 

PLATT, WARREN C. = FOR: Platt’s Editorials ~ See 





Main Head EDITORIALS 


*Continental Oil’s press party gives newsmen 
better understanding of industry’s opera~ 
tion, 11/2, p. 14 

“Vital decisions affecting oil's future freedom 
face 29th convention of API, 11/2, p. ll 

POZE, E. HOLLEY 

Comments on E. Holley Poe’s API paper on en= 
trance of natural gas into petroleum markets, 
11/23, po Atiantic Coast Colum 





voi 
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POE, BE. HOLLEY ~ Cont'a 
*Tells how growth of natural gas use may af~ 
fect oil refining,marketing, at API met— 
ing, text, 11/9, p. 34 





POGUE, JOSEPH 
Resigns as vice pres, of Chase National 
Bank, 11/9, po 20 





POKORNY OIL CO. 
Honors all oil credit cards, 12/28,p.8, Mid= 
west Colum 





PORT PETROLEUM CO, 
*Expands terminal storage, pios, pic of offi- 
cers, 8/10, p. 30, Sturtevant 








PRAIRIE STATE OIL & GREASE CO, 
eStores, packages lubricants and antifreeze, 
pics, 12/@, p. 34 





PREFERRED LUBRICANTS, INC, 
To market "Fordliene” motor oil for use in 
Ford cars, 8/3, p. 5, & of N 





PREMIUM GASOLINE = See GASOLINE = Octane rat— 
ings 





PREVENTIVE MAINTENANCE 
Clark, Dayton P., tells how oil industry 
can help itself by educating motorist on 
value of maintenance practices, text, 
9/28, pe 2& 





PRICES 

Antiknock mix prices hold in new lead hike, 
7/205 pe 16 

Bureau of labor Statistics reports petroleum 
prices drop 2.3% during My, 7/27, p. 13 

*Campbell, J.G. of Deep Rock Oil Corp, tells 
how imports affect residual market; ocur— 
rent refinery-retail gasoline price 
spread cited, 12/7, p. 17 

Faber, Louis of Retail Gasoline Dealers 
Assan. charges mm jor company with price fix- 
ing, 8/10, p. 18 

Gulf Coast refiners claim lowering of oil 
price structure would mke U.S, too de- 
pendent, i0/19, p. 19 

Jobbers concerned over lower tank wagon 
prices causing lower margins in Midwest, 
9/14, p. 5, A of N 

New York States Atty. gathers price of in- 
formation of No, 2 fuel, 11/30, p. 18 

Oil Heat Institute has handy table that 
computes oil vs, gas heat costs, 11/16, 
Pe 36 

Oil prices compared with all fuels, all 
commodities, table, 8/10, p. 14 

*South Dakota Indpt. Oil Men's Assn. ask 
suppliers to revise contracts on new 
price setup, 11/2, p. 16, Castle 

*Survey shows prices for lube jobs, other 
station service unchanged in 3 years 
despite rising costs, table, 11/30,p.18, 
Sturtevant 

Tire and tube prices cut by Std. of Ind., 
7/205 Po 47 


BASING POINT PRICE SYSTEM ~ See Main Head 
BASING POINT PRICE SYSTEM 
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PRICES — Cont'd 


CRUDE 
July index; price spread down 3¢, 8/10, p. 43 


FUEL OIL 
Price factor stressed to point up growing gas 
competition to oil heat in New England 
area, 11/2, p. 35 


GASOLINE = See GASOLINE — Prices 


IND IANA STANDARD POLICY CHANGE 

«Ind, Std. bans all formula pricing; Group 3 
is dropped, text of announcement; com 
ments, 9/14, p. 13 

Ind. Std.*s new price policies don't change 
position as biggest influence in Midwest 
market, 9/21, pe 23, Edit, 

Marketers still split on effect on Indiana 
Std.’s pricing, 10/19, p. 13, Midwest Col, 
Midwest price situation is basically unchanged 
despite Indiana’s formal dropping of Group 

3, 12/28, po 15, Edit, 

Possibility arises of using Indiana Std.’s re- 
finery locations as basing points in new 
system of competitive prices, 10/5, po 5, 

A of N 

Some in industry say tank wagon reductions on 
gasoline would have come without Std. of 
Indiana’s policy change, 9/14, p. 5, A of N 


PRODUCT LOSS PREVENTION 
«Control of bulk stock losses in marketing opera— 
tions, charts, tables, pics, 7/13, p. 22 thru 
31, #l in a series of 2 Esso Std. stories, 








ERRATA—The charts under the captions "Figure 
1 Breathing Losses—ixed Roof Tanks" and 
"Figure 3—-Evaporation Losses from Floating 
Roof Tanks" are transposed, 


The second colum of the table which is inset 
in the breathing losses chart should read 
"feet" instead of “area sq. ft." 


*Evaporation losses — how to reduce them, tank 
car, truck loading, maintenance of tanks & ac= 
cessories, illustrations, 7/27, p. 23 thru 30, 
#2 in a series of 2 Esso Std, Stories 

*Std. of Calif. bills jobbers for oil products 
losses above allowables, cutting waste, pics, 
9/28, p. 3i, Ridder 





PROFIT — See MARKETING ~ Prices, Profits, Margins 
and PLANNING FOR PROFIT 


PROMOTION =~ See ADVERTISING & PROMOTION 


PUBLIC RELATIONS = (See also OIL PROGRESS WEEK and 
OIL INDUSTRY INFORMATION COMMITTEE) 


*American Petroleum Institute OK's 1950 expanded 
oil public relations program at API annual 
meeting, 11/16, p. 22 

Better public opinion of industry will head off 
socialism Ohio Petroleum Marketers Assn, told, 
by Wieland of Sohio, 9/28, p. 22, Sturtevant 

Cal. Std.*°s public relations keyed to "Citizen 
of the West’ theme, 8/24, p. 11, Pacific 
Coast Colum 

Chek-Chart Corp. sponsors meeting of automotive 
& oil industries to be held Oct. 20, 10/5, 

Po 9,5 Midwest Colum 





PRI — PUB 
PUBLIC RELATIONS — Cont'd 
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Chicago oil men arouse interest in possibil- 
ity of oil industry fair to be held on 
lakeshore grounds, 11/16, p. 5, A of N 

*Closer tie between OIIC and API outgrowth of 
Washington meeting, 8/3, p. 13, Dietrich 

*Continental Oil's press party gives newsmen 
better understanding of industry's opera- 
tions, 11/2, p. 14, W.C. Platt 

Greater top management participation my 
provide necessary punch to oil's public 
relations program, 8/17, p. 23, Edit. 

*Merging of API public relations setup into 
API Dept. of Information awaits action, 
11/9, po 15, Yocom 

*Oil Industry Informmtion Committee public 
opinion survey shows minority views hold 
threat to oil, list of questions, 10/19, 
Po 46 

Problem arises as off—shore blasting called 
harmful nuisance, 8/10, p. 11, Pacific 
Coast Colum 

*Public education advertising campaign of 
Std, Steel Spring Co, captures reader int— 
erest, 10/12, p. 57 

*Public opinion study of oil shows gasoline 
price criticism has spread, 9/21, p. 16 

*Reynolds of Std. (Ind.) gives paper on pub— 
lic relations at API convention, 11/9, 
po 13 

Sharing of operating know-how by oil m- 
jors not only benefits industry, but 
public as well, 7/27, p. 19, Edit, 

Union Oil Co, of Calif. to set up oil m- 
seum as public relations project, 9/21, 
Po 13, Pacific Coast Column 

U.S, oil major samples public opinion by 
questionnaire, 9/14, p. 5, A of N 

Western Oil & Gas Assn. backs Oil Progress 
Week aims, 8/10, p. 59 

Western Oil & Gas Assn. to tell public 
about sesmic operations of Cal, coast, 
11/23, p. 1l, Pacific Coast Colwm 


PUBLIC ROADS ADMINISTRATION 
Report shows motorists continue to set new 
traffic records in 1949, chart, 8/10, 
Cover 





PUBLICATIONS 

API considers reporting state gasoline con- 
sumption figures in weekly statistical 
bulletin, 12/7, p. 56 

Bureau of Stds, lists new hydrocarbon sam 
ples, 8/31, p. 52 

*Dennis, J.A., Sec., Iowa Indpt. Oil Job- 
bers Assn,, writes booklet “Ten Commnd— 
ments” for jobbers, based on ‘unfair 
trade practices,’ 12/28, p, 35 

Dept. of Commerce lists oil information 
sources, 8/31, p. 26 

Dodge truck publication warns of extended 
oil drains, 11/9, p. 22 

Handbook on weighing, measuring devices 
revised by Nat. Bureau of Standards, ; 
12/75 po 32 

Lube oil study on defoaming by Nat, Ad= , 
visory Committee for Aeronautics, avail- 
able now, 7/13, po 52 
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PUBLICATIONS = Cont'd 

TPetroleum Times’ observes 50 years as oil pub- 
lisher, with jubilee edition reviewing his- 
tory of industry in England, 8/3, p. 49 

Sta. (New Jersey) bibliography of books on 
training future managers, 12/21, p. 11, Atlan 
tic Coast Colum 

Texas Oil Directory for 1950 published by R.W, 
Bryam & Co., 12/28, p. 13 

Universal Petroleum Co.'s booklet tells how to 
spread LPG deliveries moreevenly, 9/7, p. 61 

Weights & Measures handbook available soon, 
7/135 p. 37 





BOOK REVIEWS 

A World Tour in Oil, Dr. Alfred M, Leeston, 
9/14, Po 52 

1855 Report on oil uses by Silliman reproduced 
by Paul H. Giddens, 8/17, p. 30 

Empire Oil by John P, Herrick relates history 
of oil in New York State, 12/28, p. 32 

Engineers’ Dictionary published in 2 languages, 
12/28, p. 35 

Nationai Transportation Policy by Charles 
Dearing and Wilfred Owen, 12/21, p. 57 

Oil & Petroleum Year Book 1949, by Walter E, 
Skinner, 12/28, p. 35 

Oil} Titan of the Southwest by Carl Coke 
Rister; Univ. of Oklahoma Press, 7/13,p.33 

Unit operation at Cotton Valley by Burns 
Errebo; Univ. of Oklahom Press, 7/13, p.37 


METERS — See BULK PLANTS & TERMINALS — Meters 





PURE OIL CO, 

*Circle 011 Co, finds contractors bidding again for 
station building projects, pics, 7/13, po Wy 
Sturtevant 

Clark, Dayton raps indiscriminate reclaiming of 
oil, at API annual meeting, 11/23, p. 52 

First half financial report, 8/10, p. 20, 8/17, 
po 14 

"Moir, H,L, lists needs for frequent lubrication of 
cars, at Indpt. Compounders’ meeting, 10/5, 
po 16, Castle 

Thatcher 0i1 Co, sells out to Pure, 11/23, p. Sl 

















PUB = PUR 
QUA = QUI 


QUAKER CITy IRON WORKS 





«Jensen, John H, tells what to look for when 
buying tank truck wits, 8/17, pp. 36 
thru 41 


QUAKER STATE OIL REFINING CO. 





= 


Announces sale of automatic transmission 
fluid for Gen, Motors automobiles, 8/10, 
po ll, Pacific Coast Colum 

*Georgi, Carl W., gives advantages & dis— 
advantages of 5W motor oil at API meet— 
ing, text, 11/9, p. 31 


QUINCY OIL CO, 
*Remote control system for loading rack 
pumps and meters saves jobber’s dollars, 
pics, 8/3, p. 21 & Cover, Sturtevant 





NPN-July -Dec—1949 








RAILROADS 

Burlington railroad oil tariffs suspended by 
Icc, 11/30, pe 35 

*Interior Dept. study shows gain in railroad 
transportation of oil from 1938 to 1948, 
chart, 11/30, p. 32 

Interstate Commerce Commission issues oil tank 
car ownership data as of 1948, 11/30, p. 30 

Protest newly reduced truck rates not compen— 
satory, 9/28, p. 19 


FREIGHT RATES 

Battle between truck operators and railroads 
over freight rates to come before Inter— 
state Commerce Commission, 12/21, p. 5, 
A of N 

Diminished railroad demand for heavy fuel 
causes Mid-Continent refiners to try to 
reduce freight rates to Gulf, 9/28, pe 9, 
A of N 

Freight rate reductions on lubes expected 
soon, 7/27, pe 17 

Hope seen for lube oil freight rate reduo— 
tion, 8/31, p. 20 

Interstate Commerce Commission suspends, for 
investigation, West Coast jet fuel rail 
rates, 9/14, p. 45 

Interstate Conmerce Commission suspends LP= 
gas rail rates to West, Midwest, 9/7,p.61 

Joint railewater carrier rates ordered by 
Icc, 8/10, pe. 18 

Michigan Propane Gas Corp, files with ICC com 
plaint against Penna, railroad for unrea= 
sonable rates, 9/14, p. 45 

Most roads make effort to reduce rates before 
first of year, 11/9, p. 5, & of N 

Motor carriers protest railroad proposal to 
reduce rates, 9/28, p. 19 

Multiple-car rate request of Union Pacific 
Railroad hearing set for July 21, 7/13,p.17 

Nat. Petroleum Assn, reports easter rail= 
road executives agree on cut in tank car 
rates for lubes, greases, 9/14, p. 42 

Nat. Tank Truck Carriers continues attack on 
oil rail rate cuts; ICC suspends southeast 
tariffs, 10/12, p. 47 

New reduced rail rates effective for tank car 
transportation in North & South Carolina, 
9/ 14 » Po 45 

*Rail rates on Lubricating oils in packages, 
tank cars to be cut 15-20% Jan. 1 in south, 
12/14, pe i6 

Southwestern railroad proposes rate reduction 
to aid small landlocked petroleum refiners, 
7/27, Pe 16 

Truck=rail oil competition pointed up in 
Interstate Commerce Conmission cases, 10/12, 
pe 35 


RAND McNALLY & CO, 
Reports tourist demand for maps up 50%, 7/20, 
po 5, A of N 





RAVIOLO, V. G. 
*Ford Motor Co, research Engineer gives use & 
merits of SW motor oil, text, 11/9, p. 26 





READER’S DIGEST 
Premium gasoline controversy between Nickerson 


& Sen, Tobey crops up in Senate probe, 7/6, 
p. ll, “Wash, Col, 
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RAI — REF 


RECESSION 
*NPN survey shows oil business holds up well 
in 12 recession-hit cities, 8/17, p. 13, 
B jorkback 


RED DOT LIQUID PETROLEUM GAS Co, 





*Plans home economics program to hold old, 
gain new customers, pics, 7/20, p. 26, 
Ridder 


REFINERIES, REF INING 





*Bureau of Mines supply—demand forecast of 
1949 says refiners must boost runs to 
meet winter demand, table, 8/17, p. 15 

Chalmette Petroleum Co,'s refinery resumes 
operations, 7/20, p. 20 

*Cit-—Con lube oil refinery dedicated as plant 
with 10 million owners, list of officers, 
board of directors, 12/14, p. 17, 


Wollstadt 
*Cit-Con Refinery dedication, pics, 12/21, 
Po 45 


*Cities Service revamped refinery produces 
325 tons daily of coke for Chicago mrket, 
pic, 9/28, Pe 40 

Commerce Dept. reports oil refining divi- 
dends rise, 10/5, p. 50 

“Continental, Cosden & Ohio Oil have new re- 
fining units to increase octane ratings, 
10/12, p. 19 

*Continental Oil Co.'s press party for open- 
ing of Ponca City refinery, gives news— 
men understanding of industry, 11/2,p.14, 
Warren C, Platt 

ECA financing of European oil refining 
equipment purchases in U.S. to begin soon, 
7/13, po 16 

Esso Std. cuts in large new pipestill at 
Bayway plant, 8/10, p. 20 

Gulf Coast Refiners Assn, reorganization 
may be forerunner of Indpt, refiners to 
get attention to their problens, 8/17, 

Pe 5, A of N 

Gulf*s refinery expansions improve competi- 
tive position to meet future higher oc— 
tane demands, 11/2, p. 13 

imperial O01il Ltd. affiliate says western 
Canadian refinery output will reach 
90,000 b/d ty 1950, 9/2, p. 17 

Indiana Farm Co-op gets new refinery unit, 
7/2, v. 14 

New Canadian oil fields cause Midwest re~ 
finery expansion & construction, 12/21, 
Pe = a of N 

Ohio 011 Co, modernizes refinery at Robin- 
son, Illinois, 10/5, p. 20 

Production of distillates declines week 
ending Aug. 13, 8/24, p. 15 

Refinery dispersal seen out as atom bomb 
defense, says Cmdr, Robert C. Wing, 

USN, 10/26, p. 34 

Re-refiners' volume up 420% in 8 years, 
10/5, p. 18 

Rock Island Oil & Refining Co, shuts down 
8,000 b/d refinery; price squeeze is ¢ 
blamed, 11/16, p. 22 

*Search for fuel for future cars portends y 
refinery, marketing competition, tables, 
11/30, p. 11, Ridder 
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REFINERIES, REFINING — Cont’d 

*Smmall refiners in 25 states from Indpt. Refiners 
Assn. of America, 12/21, p. 18 

Sohio’s new refining unit to produce 30% more 
gas from barrel of crude, pic, 8/10, p. 34 

Southwestern Oil & Refining operates only par~ 
tially due to low cargo price for No, 2 fuel, 
8/17, po. 15 

Texaco 40,000 b/d refinery on E, Coast to pro- 
cess most of company’s foreign crude, 12/14, 
p. 16 

Venezuelan refinery being erected with output 
of 30,000 b/d, 9/28, p. 18 





REIN MOTORS CO. 
«Lose court fight to retain low price schedule 
on gasoline, 7/27, p. 15 
Switches to unbranded gasoline, 8/17, p. 58 





REPUBLIC OIL REFINING CO. 

Extends PD gasoline marketing area; bulk sales 
show increase of 35.34%, 9/7, p. 18 

Marketing of Republic 011’s PD gasoline to be 
extended to Tampa, Fla. area Nov, 30, 11/23, 
p. 53 

*New PD 'gas’ with combustion catalyst cuts 
car octane needs, 8/3, p. 17, Boyd 

Oil men speculate on affect PD will have on 
fuel injection, 8/24, p. 5, A of N 





REPUBLIC PETROLEUM CO. 
~ Myers, FF, of Dallas, offer to buy outstanding 
common stock at $5.50 per share, 10/5, p. ll, 
Pacific Coast Colum 





RESEARCH 
~ Congressmen promoting small business may make 
drive in 1950 to have expenses in research 
deducted from tax, 10/26, p. 9, A of N 
*Oil mine research project urged at Interstate 
Oil Compact Commission, 9/14, p. 20 
Oil research expenditures quadrupled in 10 
years, 9/28, po 36 
Wilson, Robert E,, says fundamental research 
one of API*s important activities, at API an- 
nual meeting, 11/16, p. 17 
Yelilott, John I., coal man, reports research 
progress on gas turbine, 3/17, p. 59 


RETAIL GASOLINE DEALERS ASSN, OF MILWAUKEE 





Faber, Louis charges ma jor company with price 
fixing, &/10, po 18 

Will appeal decision of Judge Aarons finding 
assn,. guilty of price fixing, 8/10, p. 5, 
A of N 


RICHFIELD C™L CORP, 

Antitrust suit trial postponed until Jan. 9, 
12/14, p. 15 

Distributes autematic transmission fluid Type 
A, 12/7. p. 18 

Distributes rust-proof gasoline, 7/6, p. 13, 
Pacific Coast Colum 

Exclusive dealing trial involving Richfield 
postponei until Dec, 5, 9/21, p. & 

First half financial report, 8/10. p. 20 

Reports increased earnings over 1¢4f for first 
half, 8/10, p. 11, Pacific Coast Colum 

Supplies Tide Water Associated with crude oil 
lost during Doheny properties sale l/l 
Po 13, Pacific Coast Colum 





REF — RUB 


RIO GRANDE PETROLEUM PRODUCTS, INC, 





Introduces rust proof gasoline, 7/20, p. ll, 
Pacific Coast Colum 


ROCK ISLAND OIL & REFINING CO, 





Shuts 8,000 b/d refinery; price squeeze is 
blamed, 11/16, po. 2 


ROCKWELL MFG. CO. 





*Public education campaign captures reader 
interest, 10/12, p. 57 


ROGERS. We We 





American Petroleum Credit Assn. retiring 
pres., pic, 11/23, po. 12, frontispiece 


ROOSEVELT OIL & REFINING CO, 
Begins new 60 mile pipe line, 7/27, p. 16 





ROOT PETROLEUM CORP, 
Merger with Pan American Petroleum Co, OK'd 
by two directors, 7/27, p. 14 





ROTARY PUMPS — See BULK PLANTS & TERMINALS 
Pumps & Meters 





RUAN TRANSPORT CO, 

*Finds driver safety program pays off in 
good will, profits, pics, 10/12, po 27 
& Cover, Ridder, #1 in a series of 2 

*e‘Driver safety program — how it affects em 
ploye, public and customer relations, 
ic, 11/30, p. 24, Ridder, #2 in a series 
of 2 





RUBBER ~ See TIRES, BATTERIES & ACCESSORIES 
Tires 





*American Petroleum Institute finds no objection 
to self~serves if stations can be made safe 
from fire peril, 11/9, p. 17, Dietrich 

American Petroleum Institute's technical group 
of marketing division set to begin study of 
engineering, safety problem, 12/7, p. 20 

American Trucking Assn, safety contest open to 
petroleum haulers, 8/17, p. 34 

Bureau of Mines prints LP=gas safety circular, 
10/26, p. 40 

General Petroleum Corp. contributes driver edu- 
cation testing devices to state, 8/31, po 9, 
Pacific Coast Colum 

Gulf Oil Corp. conducts safe-driving classes, 
9/75 pe 60 

Houston, Texas fire chief lauds safety of self- 
serves, 10/12, po 22 

Minnesota self-serve ban printed in safety code, 
10/26, Po 22 

Nat, Fire Protection Assn, issues flammable 
liquids ordinance draft, 8/10, p. 43 

Nat. Fire Protection Assn, seeks comments on 
model Fire Ordinance Draft, 11/9, p. 17 

Principal obstacle to self-serves is matter of 
economics rather than one of fire hazards, 
8/10, po 21, Edit, 

*Ruan Transport Co, finds driver safety program 
pays off in good will, profits, pics, 10/12, 
p. 27 & Cover, Ridder, #1 in a series of 2 

*Ruan Transport Co. driver safety program — how 
it affects employe, public and customer rela~ 
tions, pic, 11/30, p. 24, Ridder, #2 ina 
series of < 

*Self-serves operating in only 12 of 92 big 
cities, NPN survey of fire chiefs shows, 
list, 8/3, p. 13 

*Service stations had largest number of oil fires 
in 1948 but frequency rate was low, API report 


shows, tables, 11/9, p. 39 
Tank truckers make up good safety record in My, 
7/2 y Po 24 


Winners in truck safety contest held by National 
Tank Truck Carriers, Inc., 10/26, p. 24 


SAUDI ARABIA — See FOREIGN OIL = Middle East, Saudi 
Arabia 





SAWYER, CHARLES — See DEPARTMENT OF COMMERCE 





SCHOOLS & SCHOLARSHIPS 

General Petroleum Corp, to finance 10 one year 
scholarships, 9/14, p. 11, Pacific Coast Col, 

LP—Gas technology course offered at Georgia 
Tech., 7/20, p. 28 

Oil companies among leaders in training future 
managers; Std. (New Jersey) bibliography of 
books on training, 12/21, p. 11, Atlantic Coast 
Colum 

Training courses for oil burner salesmen offered 
at Walter Hervey, Jr. College, 9/7, p. 43 





SCOTLAND = See FOREIGN OIL = Scotland 


SEABOARD OIL CO, 
First half financial report, 8/10, p. 2 





SEATRAIN LINES, INC, 
Group of eastern railroads ask ICC to reconsider 
action granting Seatrain Lines, Inc, exemp~ 
tions, 9/14, p. 45 





~60— 


SEATRAIN LINES, INC, — Cont'd 


SAF — SER 





Seatrain deal enables jobber to buy No, 2 
fuel at the Gulf, 12/14, p. 7, Atlantic 
Coast Colum 


SELL OUTS — See MERGERS & SELL OUTS 


SERVE=YOURSELF GASOLINE STATIONS ASSN., INC, 





Regards policy of AAA toward self—serves 
biggest development of year, 11/16, p. 13, 
Pacific Coast Colum 

Report members will go to jail rather than 
change gasoline price signs as law re— 
quires in Calif., 12/7, p. 11, Pacific 
Coast Col. 


SERVICE STATIONS 





American Automobile Assn. reports complaints 
about methods used to clean windshields by 
station attendants, 8/31, p. 36 

Automobiles may adopt whistling signal de— 
vice which will give automatic warning 
when gasoline reaches top of tank, 8/24, 
po 5, A of N 

Bittner, Albert opened first drive-in ser— 
vice station in Winona in 1916, 7/27,p.9, 
Midwest Colum 

Cal, Std. service station for light air~ 
planes features swinging boom for easy, 
safe servicing, pic, 12/28, p. 20 

Commerce Dept. report shows number of sta= 
tions in operation in 1948 gains 17.7% 
over 1945, table by states, 12/28, p. 35 

Gilmore 0il Co.'s new semi-—self—serve pumps 
gasoline — that’s all, 7/27, p. ll, 
Pacific Coast Colum 

Give courteous service — no gasoline price 
hikes during Chicago truckers strike, 
8/24, po. 5, A of N 

Hurd, Sam, says service centers may be key 
to problem of station service, 10/26, 
po ll, Midwest Colum 

Increased use of hydraulic valve lifters 
on new makes of cars introduces problem 
since they can be damaged by engine 
flushing, 12/28, p. 5, & of N 

Lovre, Rep, Harold, discovers govt, garage 
servicing official cars charges exor— 
bitant prices, 12/21, p. 9 

Oil Industry Information Committee s,s, 
training plan grows in Brooklyn, 12/7, 
Po 9, Atlantic Coast Colum 

Proposal to limit service stations to 2 at 
an intersection comes up in Evanston, 
Til., 10/12, p. 13, Midwest Colum 

Proposed ordinance for closing of service 
stations on Sat. or Sun, in Omaha, Neb., 
to be easily defeated, 11/9, p. 17 

*Proposed service station rules in Britain 
are new threat to oil competition, pics 
9/14, p. 23, #4 in a series 

*Shell stations in Holland offer some in- 
novations, pics, 11/16, p. 54, Platt 

*Skelly 0i1 Co.'s approved service plan for 
stations increases profits, pios, 8/31, 
Po 32, Castle 

Station gets new customers by checking 
parking meters and inserting nickel when 
overdue, 11/9, p. 11, Pacific Coast Col. 
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SERVICE STATIONS = Cont'd 











Station pump maintenance is let out on contract 


to maintenance dept, employes at Shell Oil 
Co., 12/14, p. 5, A of N 

Supplier conducts drive among distritwtci to 
push oil sales, 8/17, p. 7, Midwest Colum 

Suppliers offer capital assistance to petroleum 
wholesale distributors for purchase of ser- 
vice stations, 8/31, p. 5, A of N 

*Survey shows prices for lube jobs, other station 
service unchanged in 3 years despite rising 
costs, table, 11/30, p. 18, Sturtevant 

Survey shows service station men poor at selling 
motor oil, 9/28, p. 9, A of N 

Texas service station, auto store business up 
for May, 7/20, p. 46 


AUTOMATIC TRANSMISSIONS — See Main Head AUTO 
MATIC TRANSMISSIONS 


BEAN, F.A., ARTICLES 

*Bean, F.4,., says station service, salesman- 
ship, manners poor, after 5,000 mile trip, 
8/10, p. 36 

*Bean, F.A., attack on lack of service at sta— 
tions draws approval and criticism from NPN 
readers, 9/28, p. 39 

Comments on Bean's service station story of 
Aug. 10 re poor service, continues, 10/5, 
Po 26 

*Bean, F.4., approves O'Connors service station 
for top notch service, cleanliness, pics, 
11/23, p. 34 & Cover 


CONSTRUCTION & DESIGN 

*sAetna Oil Co.'s new station provides ample 
well-lighted TBA display, pics, 7/20, p. 44 
& Cover 

Bureau of Labor Statistics says new stations 
increase during May, 7/20, p. 17 

Building activities still gaining in Sept., 
11/30, p. 26 

«Circle Oil Co, finds contractors bidding again 
for station building projects, pios, 7/13, 
pe 34, Sturtevant 

Company in south build service stations de— 
signed to handle large truck transports as 
well as motorists' cars, 12/21, p. 5, A of N 

Construction of new stations my result in a 
dealer shake-up; competition keen for good 
dealers, 7/13, p. 5, A of N 

*Hill Oil Co, increases gallonage in 10 year 
period more than 1500% = opening of new sta— 
tion, pics, 10/26, p. 36 

Service station locations adjacent to shopping 
centers still considered best, 8/31, p. 5, 
AofN 

*Shell O11 Co.'s modernized stations at Lima 
& Lakewood, Ohio, boost gallonage 37%, TBA 
sales 172%, pics, 8/17, p. 32 & Cover, Ridder 

*Sunset Oil Co, lds new station & bulk 
plants, pics, 8/10, p. 26, Ridder 

Trend is towards bigger stations and larger 
driveways, 11/9, p. 5, A of WN 

Urban station building is ur fromAug, 1946, 
11/16, p. 53 

West Coast may experience large building pro- 
grams as new highways are completed, 11/2, 
Po 5» Aof N 


SERV ICE STATIONS - Cunt'd 


CRED IT 

Dealers urge steel sticke saies by extend- 
ing credit period, 10/12, p. 9, A of N 

Mechanical aid may speed up handling of 
credit card transactions at service sta~ 
tions, 10/26, p. 9, A of N 

Some credit men think coupon books can 
take place of credit cards, 10/19, p. 9, 
A of N 


CUT PRICE SIGN BAN 

Calif. ban on price-cut gasoline signs 
seen headache for many dealers, 7/20, 
pe ll, Pacific Coast Colum 

Calif, ban on price-cut gasoline signs 
goes into effect Sept. 24, 9/14, p. 1l, 
Pacific Coast Colum 

Calif. ban on price-cut gasoline sign — 
effects given, 9/28, p. 15, Pacific Coast 
Colum 

Calif, ban on price-cut gasoline sign to 
be fought by Calif. operators, 10/5, 
pe ll, Pacific Coast Colum 

Calif. ban on price cut gasoline signs — 
enforced by state officers, 10/12, p.15, 
Pacific Coast Colum 

Calif. ban on price-cut signs still in 
court's hands, cartoon, 10/26, p. 15, 
Pacific Coast Colum 

Calif. self-serves blame new price sign 
law for indiscriminate pricing, 11/2, 
Pe 9, Pacific Coast Colum 

Calif. gets set to enforce service sta— 
tion price sign law, 11/30, p. 9, 
Pacific Coast Column 

Calif. self-serve operators fined for vio- 
lation of price sign law; Superior Ct. 
to decide if law is constitutional, 
12/28, p. 14 


EQUIPMENT & MERCHAND ISE 
Coin=—in-slot insurance policies for motor- 
ists set for service stations, 7/27, 
p. 18 
Rand McNally reports demand for maps up 
50%, 7/20, p. 5, 4 of N 


HOUSEKEEPING = (See also SERVICE STATIONS = 
Bean, F.A., Articles) 
Marketing sales depts, campaign for good 
housekeeping, 7/27, p. 5, A of N 
Wisc.-Minn, trip proves need for better 
restroom facilities, 7/27, p. 9, Mid— 
west Colum 


LABOR RELATIONS 

Attendants show lack of training, 8/10, 
Pp. 9, Atlantic Coast Colum 

less favorable factory earnings cause 
rise in number of applications for 
service station leases, 8/10, p. 5, 
4A of N 

*Service station exemption from minimum 
wage urged (Fair labor Standards Act), 
8/10, p. 13 

*Strike of 1,300 oil drivers hits numer- 
ous stations in Chicago area, 8/17, 
po 16 
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SERVICE STATIONS = Cont'd 





LABOR RELATIONS — Cont'd 
TBA specialists say too much attention paid 
to lessee's financial status rather than 
ability, 9/21, p. 7, 4 of N 


PENNA, TURNPIKE STATIONS 
Pennsylvania Turnpike Commission makes plans 
for letting concession on turnpikes east— 
ern extension, 7/27, p.5, A of N 
Penna, Turnpike Commission may use split 
station facilities on projected extensions 
of highway, 10/19, p. 9, A of N 


REIN MOTORS 
*New Jersey ex=self=serve operators (Rein 
Motors) lose court fight to retain low 
price schedule, 7/27, p. 15 
*Rein Motors lose court fight to retain low 
price schedule on gasoline, 7/27, p. 15 


SAFETY 
*Service stations had largest number of oil 
fires in 1948 but frequency rate was low, 
API study shows, tables, 11/9, p. 39 


SALES 

Discounting at service stations in Brooklyn 
bolsters Gasoline Retailers Assn, of New 
York for state—below cost sales ban, 11/16, 
p. 5,4 of N 

Los Angeles, San Antonio sales show drop; 
comparison of 12 cities for June 1948 — 
June 1949, table, 8/10, p. 43 

May sales show range of changes, table, 7/13, 
Po 2 

1949 station sales lag in four major cities, 
table, 9/14, p. 41 

Texas stations show gain in first half of 
year, 8/31, p. 52 


SELF-~SERVES 

American Automobile Assn, qualifies self-serve 
approval, 11/9, p. 22 

*American Petroleum Institute finds no objece 
tion to self-serves if stations can be 
made safe from fire peril, 11/9, p. 17, 
Dietrich 

American Petroleum Institute rescinds disap— 
proving action on self-serve units, 11/16, 
pe 59 

Calif. City Council of San Leandro authorizes 
self-serve to operate, 7/6, p. 13, Pacific 
Coast Column 

*Calif. Std. compelled to sell self-serve sup— 
plier (Eagle 0il & Refg.) gasoline, 7/13, 
p. 15 

Consumer's Research Bulletin suggest public 
rush to aid of self-serves, 7/27, p. 15 

Eagle de-emphasizes self—serves, hits mislead— 
ing price postings, 11/2, p. 9, Pacific 
Coast Colwm 

FBI reported quizzing self-serve operators on 
supply sources & prices, 11/30, p. 9, 
Pacific Coast Colum 

"S—off"Gasoline Stations, Inc, stage formal 
opening extravaganza for 2 super self-— 
serves, 8/10, p. 11, Pacific Coast Colwm 


SERVICE STATIONS — Cont'd 






SER - (Cont'd) 














SELF-SERVES — Cont'd 


*Gasoline contracts to 2 suppliers of self- 
serves in Calif, ended, (Eagle-—Socal; ) 
Shell-Ben Hur), 7/6, p. 19 

Gasoline Retailers Assn, of New York keep 
plugging for self-serve bans, 11/23, 
pe 5,4 of N 

Have a foothold in Northeast but aren't 
gaining; round=—up of news in N.Y., N.J. 
and New England, 7/20, p. 7, Atlantic 
Coast Col, 

If self-serve fire hazard furor wanes — 
coin operated gasoline pumps may again 
be experimented with, 12/14, p. 5, A of N 
Industry invites trouble with self-serve 
bans, says Harry Kennedy of Continental, 
10/26, p. 23, Edit. 

*Insurance rates for self—serves raised 0% 
in 47 states, Hawaii, 11/30, p. 16 

*Jordan, Shell Oil Co., vice pres, tells 
Virginia Oil Mens Assn. self—serves my 
portend future station trends, 10/26, 

Pe 24, Patla 

Los Angeles Planning Commission rejects 
plan to limit stations to six pumps in 
residential areas, 10/26, p. 15, Pacific 
Coast Colum 

Minnesota (St. Paul) fire marshal adopts 
rule outlawing self-serves, 7/27, p. 15 

Minnesota self=—serve ban printed in safe— 
ty code, 10/26, p. 22 

Nashville, Tenn.,, and Baltimore, Mi., 
pass self-serve station ban, 9/14, p.15 

*National Fire Protection Association's sug- 
gested ordinance for flammable liquids, 
partial text, 11/9, p. 17, Dietrich 

New Jersey ban on self—serves to get court 
decision soon, 7/13, p. 15 

*New Orleans operator says majors won't sup- 
ply gasoline if outlet is advertised as 
self-serve, 9/28, p. 19 

New York (Gloversville) gets two self-— 
serve pumps, 7/27, p. 15 

Principal obstacle to self-—serves is mt— 
ter of economics rather than one of fire 
hazards, 8/10, p. 21, Edit. 

San Diego's fire chief terms stations 
safe, 7/13, p. 15 

Seattle self-serve advocates seek to put 
station ban controversy on election bal- 
lot, 7/6, p. 20 

Seattle self-serve issue put up to voters, 
8/17, p. 41 

Self-serves rap opponents in newspaper ad-— 
vertisements, 11/9, p. 11, Pacific 
Coast Colum 

Self—serves submit amended complaint 
against Calif. price sign law, 12/28,p.9, 
Pacific Coast Colum 

Serve Yourself Gasoline Station Assn, Inc, 
reports members will go to jail rather 
than change gasoline signs, 12/7,p.ll, 
Pacific Coast Colum 

Shell Oil Co, sells gasoline to self-serve / 
but doesn't condone operation, 9/28, 
Pe 15, Pacific Coast Colum 

Showdown on self-serve ban asked by Dis- 
trict of Columbia division of American 
Automobile Assn., 12/21, p. 17 
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SELF=SERVES — Cont'd 

eSurvey of fire chiefs shows self-serves oper- 

ating in only 12 of 92 cities, list, 8/3, 
e 13 

Sameeene (Nashville) considers bill to pro= 
hibit self-serves, 3/10, p. 14 

Tennessee (Nashville) ordinance outlaws self- 
serves; Newport News, Va. to give final re= 
view to appeal of ban, 9/21, p. 24 


Termed safer as Wisconsin gives them OK, 7/2, 


po 9, Midwest Colum 

Texas (Houston) fire chief lauds safety of 
self=serves, 10/12, p. 22 

Texas (Houston) gets another self=serve sta~ 
tion, 11/23, p. 53 

Texas (Houston) gets second self-serve, 7/20, 
po 18 

Texas (Houston) gets third self-serve, 8/31, 

5» is 

eText of regulations under which Wisconsin 
gives self-—serves’ go-ahead signal, 7/20, 
p. 18 


Utah to allow self-serves with special regula— 


tions, 7/27, p. 15 

Virginia 
tition to prohibit self-serves, 9/7, p. 16 

Virginia (Newport News) city council rules 
self~serves safety hazard; Tankar Co, has 
to discontinue operations, 9/28, p. 19 

Virginia ‘Roanoke) has “bargain day” at Roy 
Poliard's self-serve, 7/20, p. 18 

Virginie self-serve at Portsmouth doubiing 
pump capacity, 9/7, p. 16 

Virginia ~ Tidewater Automobile Assn. in fa- 
vor of self-serves, 7/6, p. 20 

Washington ban hits 2 self-serves near Ren= 
ton, 8/10, p. 14 

West Coast self—serves win 2 victories (San 
Francisco and Los Angeles areas) and suffer 
one setback, 11/16, p. 13, Pacific Coast 


Colum 
Wisconsin insurance company contends self 
serves safer than conventional, 7/27, p. 15 


Wisconsin station operators wait for ¢pring 
to begin self—serves despite go-ahead by 
Industrial Commission, 8/10, p. 5, A of N 

TBA se M.in Head TIRES, BATTERIES & ACCES- 
OR IES 


ww 


WINTER CHANGEOVER 
7O1il marketers push winterizing program to 
serve customers, boost station profits, 
pics, 9/14, p. 32, Ridder 





me 


SHALE OT 
—— 


“Indiana Std, pres. from 1927-1944, dies, pic, 


11/23, po. 16 


See SYNTHETICS 


SHANTZ,. RALPH 





*Supertest Petroleum Corp., Ltd., Sales Mgr. 


studies community needs to determine what 
TBA items to carry, pic, 10/19, p. 50 


-63- 


SER = SIG 


SHELL OIL COMPANY 





Newport News) city council files pe- 


*Bean, F.A., lauds O'Conners Service Station 
for top notch service, cleanliness, pics, 
11/23, po. 34 & Cover 

Burns, H.S.M., urges fuel oil men to pro~ 
mote summer fill to avoid customer hard— 
ship, 8/17, p. 17 

Completes new waterfront terminal at Ta- 
com, Washington, 12/7, pe. 11, Pacific 
Coast Colum 

Consolidation, name change approved by Board 
of Directors, 9/28, p. 22 

*Ends contract with Ben Hur Oil Co. — sup- 
plier of self-serves, 7/6, p. 19 

Expands plants to correct gasoline-—residwl 
jam, 8/17, p. 11, Pacific Coast Colum 

First half financial report, 7/27, p. 15, 
Aug. 17, po 14 

Forms “Salesman of the Month" club, 8/31, 

Po 9, Pacific Coast Colum 

‘Fraser, Alexander, pres., terms rising cost 
of automotive transportation serious prob— 
lem for oil, text, pic of Fraser, 9/28, 

Po 25 

Heavy fuels surplus seen cause of ° gas’ 
contract cancellations, 7/13, p. ll, 
Pacific Coast Colum 

eJobber (Sunset 011) builds new bulk plant 
and station, pics, 8/10, po 26, Ridder, 
(Planning for Profit 14) 

*Jordan, J.G., tells Virginia Oil Men's 
Assn. that self~serves may portend future 
station trends, 10/26, p. 24, Patla 

*Modernized stations at Lima & lakewood, 0, 
boost gallonage 37%, TBA sales 172%, 
pics, 8/17, p. 32 & Cover, Ridder 

*Peet, E.C. tells how Shell accounting pro- 
gram is adjusted quarterly, at API annual 
meeting, 11/23, p. 16 

Selis gasoline to self—serve but doesn’t 
condone operation, 9/28, p. 15, Pacifio 
Coast Colum 
*Shell stations in Holland offer some inno 
vations, pics, 11/16, p. 54, Platt 

Station pump maintenance is let out on con- 
tract to maintenance dept. employes, 
12/14, po 5, A of N 

*Switzer, G.L., Shell Oil Co., says 50% of 
replacement tire sales is oil’s share, 
at TBA Group convention, 12/14, p. 32, 
Sturtevant 

Third quarter financial report, il/2,p.51 


~s 





SHELL DEVELOPMENT CO, 





To construct four-story administration 
building in Emeryville, 11/30, p. 9, 
Pacific Coast Colum 


SHERMAN ACT 
Move to return to original intent of Shermn 
Act looms, 7/2, p. 7, Wash, Colum 





SIGNAL OIL CO, 
Cartoon theme features Signal's big ad cam 
paign, 8/31, p. 9, Pacific Coast Colum 
Sends reminders to dealers to clean up 
restrooms, 9/14, p. li, Pacific Coast 
Col. 
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SIMPSON OIL CO, 





*Grant, Sherman, agent for Simpson Oil Co,, 
builds gallonage in farm area with personal 
service, solicitation, 10/26, p. 30, Castle 


SINCLAIR, H. F. 
Resigns as board member of API, 11/9, p, 15 





SINCLAIR OIL CORP, 

Carter, Carl, Sinclair consignee, describes 
his TBA operations, text, pic of Carter, 
12/14, p. 39 

Ethiopian concession brings $5 million suit 
from Leo Y. Chertok, 12/14, p. 14 

First half financial report, 8/17, p. 14 

eKelly, William R., TBA mgr., advocates mss 
display by product classification for best 
TBA sales results, pic, 8/24, p. 24 

Markets new diesel starter fluid, 12/21,p.16 

OWIU, Sinclair agree tentatively on new pact, 
7/6, po. 17 

Spencer, P.C., preSo, gives import probers 
his definition of available crude, 11/30, 
po 7, Atlantic Coast Colum 

*Story of now Sinclair got its oil drilling con- 
cession in Ethiopia, pics, 11/2, p. 22 & 
Cover, Bjorkback 





SKELLY OIL CO. 

*Approved Service plan for stations increases 
profits, pics, 8/31, p. 32, Castle 

Distributes 300,000 copies of “European Diary” 
by Alex Drier, 11/23, p. 11, Midwest Colum 

*Goal is to tell key personnel how to train 
station men in TBA selling, pic, 7/20,p.48, 
Castle, #2 in a series of 2, #1 appeared 
June 22, p. 50 (1949) | | 

Mid-year financial report, 8/3, p. 18, 8/17, 
Po 14 

Third quarter financial report, 11/2, p. 51 





SMOG 

Los Angeles county smog board virtually with- 
draws charge that oil industry is source of 
smog, 10/12, p. 15, Pacific Coast Colum 

Several firms switch to natural gas heat to 
avert smog; oil industry continues to battle 
unfair smog criticisms, 12/14, p. 11, Pacific 
Coast Colum 

Taylor, Pres, Western Oil & Gas Assn, strikes 
back at criticisms of oil industry on smog 
issue, 12/7, p. 11, Pacific Coast Colum 


SOCIETY OF AUTOMOTIVE ENGINEERS 

Baadte, J.J, of Sohio tells SAE, oil change in- 
terval set by 7 factors, at meeting, 9/28, 
Po 2 

Fuels, lube sessions at SAE meeting to include 
papers of interest to oil men, 12/21, p. 57 

*Meeting hears report on 5W motor oil by Raviolc 
of Ford Motor Co., 11/9, pe. 26 

‘Trend to automatic transmissions growing; SAE 
fuels—lube men told at meeting; reports of 
5W motor oil, 11/9, p. 21 





SOCONY=VACUUM OIL CORP, 
Bonded oil tanks planned for terminal, 11/30, 
po 14 
Completes new wharf at bulk terminal on Hudson, 
9/14, p. 52 
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SOCONY—VACUUM OIL CORP, — Cont'd 





Dealer displays with sales appeal promote 
profits in TBA, pics, 7/6, pe 30 
Dealers train in servicing Automatic trans- 
missions, pic, 7/20, p. 24 
*Holaday, W.M. urges greater utilization of 
energy, at Fuels of Future forum at API 
annual meeting, text, 11/16, p. 24, 
Guthrie 
Institutional ads do good job for oil compan- 
ies, industry, 7/13, p. 9, Atlantic Coast 
Colum 
*McoIntosh, &.J. foresees 6% demand rise; 
Supply—demand outlook for 9=month period 
ending March 31, 1950, table, 8/24, p. 13 
Mideyear financial report, 6/3, p. 18, 8/17, 
po 14 
‘Nickerson defends ‘gas’ price hike in face of 
attacks on oil, chart, 7/6, p. 15 
Oil's good record on gasoline prices needs 
telling, yet Maybank probers hear from 
Socony~Vacuum only, 7/20, p. 23, Edit. 
Pheips, Thomas W., new asst. to Chairman of 
the Board, 8/24, p. 9, Atlantic Coast 
Col, 
Plans building LPG bottling plant, 10/26, 
p. 40 
Spending $60 million to improve, expand fa- 
cilities, 9/21, p. 9, Atlantic Coast Col, 
Third quarter fimancial report, 11/2,p.51l 
*Werley, Glenn selects what TRA items should 
be sold at service stations, pic of Wer— 


ley, list, 8/3, p. 23 


SOLLIDAY, A. Lo 
Cites growth of tractor use on farms, 12/7, 
Po 21 
Says oil supply adequate for all national 
demands until 1961, without use of syn- 
thetics, 10/12, p. 20 








SOUTH DAKOTA INDPT. OIL MEN'S ASSN. 

*Ask suppliers to revise contracts on new 
price setup, at meeting, 11/2, p. 16, 
Castle 

*Cummins, J.F., lists reasons fer necessity 
of jobber associations, at South Dakota 
jobber meeting, 11/2, p. 16, Castle 

Taylor, Jess, named pres,; list of officers, 
11/2, pe 16 

Taylor, Jess, new pres., 12/28, pe. 10, 
frontispiece 











SOUTHEAST TERMINALS 
Southeast Terminals plan construction of 
25,000 bbl. storage tank in S.C. for Pure 
Oil Co., 10/12, p. 24 





SOUTHERN CALIFORNIA GAS CO. 
Jacobs, W.M., vice pres. says fuel oil is 
taking business away from gas, 12/14, 
po 11, Pacific Coast Colum 





SOUTHWESTERN OIL & REFINING CO. 
Partial operation of refinery due to low 
cargo price for No, 2 fuel, 8/17, p. 15 





SOVEREIGN PLAN, INC. 
Offers new mileage guarantee plan to auto- 
mobile dealers in Midwest, 8/24, po 9, 
Midwest Colum 
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SPAIN — See FOREIGN OIL — Spain 


i SPILLANE, JAMES J. 
Regional director of Federal Mediation and Con- 
P ciliation Service, 8/31, p. 11 





STAEBLER~KEMPF CO. 
Wins suit on dealer's prices, 10/5, p. 20 





STANDARD OIL CO. OF CALIFORNIA 
~Kppeal for reconsideration of decision in an 
exclusive dealing case turned down ty Su- 
preme Court, 10/12, p. 18 
; Cancels crude oil purchase contracts, 7/6, 
; p. 13, Pacific Coast Colum 
Claims deepest oil production in world with 
discovery at San Joaquin Valley, 9/7, p.13, 
Pacific Coast Colum 
*Compelled to sell self-serve supplier (Eagle 
Oil & Refining Co.) gasoline, 7/13, p. 15 
Completes new submarine pipe line near Car= 
pinteria (near Los Angeles), 12/21, p. 13, 
Pacific Coast Colum 
Court action halts gasoline supply to Eagle by 
Std, of Calif., 8/17, p. 56 
Eagle Court ruling is delayed, 8/10, p. 16 
*Eagle-Std, Calif. conspiracy case hinges on 
°concert of action’, 8/3, p. 15 
Eagle-Std. return engagements assured, 8/3, 
po ll, Pacific Coast Colum 
*Ends contract with Eagle Oil & Refg. Co,—sup— 
plier of self-serves, 7/6, p. 19 
Expands plants to correct gasoline—residual 
jam, 8/17, p. 11, Pacific Coast Colum 
; Heavy fuels surplus seen cause of ‘'gas' con— 
tract cancellations, 7/13, p. 11, Pacific 
Coast Colum 
Markets special aviation gasoline for private 
planes, 7/13, p. 11, Pacific Coast Colum 
McClanahan, E.J., pres., 8/24, p. 12, frontis, 
Mideyear financial report, 8/3, p. 18, 8/17, 
p. 14 
Opens new line of Diesel and heavy duty gaso-— 
line engine lubricants in face of surpluses 
in California, 11/23, p. 11, Pacific Coast 
Colwm 
Public relations keyed to ‘Citizen of the 
West’ theme, 8/24, p. 11, Pacific Coast Col, 
Reports business 2/3 greater today than 10 
years ago in five westernmost states; pushes 
program of capital investments, 12/14, p.1l, 
Pacific Coast Colum 
Salt lake City refinery to be finished in 
1950, 8/31, p. 9, Pacific Coast Colum 
Stockholders’ report show company is now bil-— 
lion dollar concern, 9/14, p. 11, Pacific 
Coast Col, 
Third quarter financial report, 11/2, p. 51 
To protest recommendation of NLRB to take back 
3 men who engaged in strike violence, 12/14, 
po ll, Pacific Coast Colum 
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MARKETING OPERATIONS 

“Manpower Utilization; Establishment of per— 
formance budget helps assure efficient 
operations, charts, 9/7, p. 24, Ridder 
(1 in a series of 5) 

*Product loss prevention: Bills jobbers for oil 
products losses above allowables, cutting 
waste, pics, charts, 9/28, p. 31, Ridder 





(42 in a series of 5) 
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STANDARD OIL CO. OF CALIFORNIA — Cont'd 





MARKETING OPERATIONS — Cont'd 

*Credit Incentive: Simple system shows cre— 
ait scores on comparative basis, table, 
va’ p. 36, Sturtevant (#3 in a series 
of 5 

*Audit Incentive Plan: District rated com 
paratively; records allow check with 
past performance, charts, 10/26, p. 25, 
Sturtevant (#4 in a series of 55 

*Cost Control: Deliveries increased, dis— 
patching stepped up to cut per—gallon 
costs, 11/16, p. 55, Ridder (#5 in a 
series of 5) 





STANDARD OIL CO, (INDIANA 
Baity, R.F. e) newly appointed vice 


pres, in charge of sales, 9/28, p. 16, 
frontis, 

*Carlson, W.D, tells how mobile calibrator 
unit decreases stock losses due to inaccur- 
acies, 12/28, p. 36 

Cuts tires and tube prices, 7/20, p. 47 

*Federal Trade Commission will not get help 
from Dept. of Justice or state oil jobber 
associations in Detroit case hearing, 
12/28, p. 11 

*Increased expenditures for marketing facili- 
ties needed, say Wilson and Peake, 8/17, 
pe 14 

*Markets new winter gasoline (1950 model 
Standard White Crown), pic, 11/30,p.17 

Mid-year financial report, 8/17, p. 14 

*Miller, W.H, cites credit manager's role in 
sales training, at American Petroleum Cre— 
dit Assn., 11/23, p. 51 

Possibility arises of using Std,‘s refinery 
locations as basing points in new system 
of competitive prices, 10/5, p. 5, A of N 

*Seubert, Edward C., pres, from 1927 to 1944, 

dies, pic, 11/23, p. 16 
Sponsors TV musical broadcast with Wayne 
King, 10/5, pe 9, Midwest Colum 

Union meeting called in parley on putting 
strike vote in contract, 12/28, p. 49 

‘Wilson, Dr. R.E., urges cut in 1950 imports 
of oil, 12/7, p. 16 


DETROIT CASE 

*Fuller, Hubert, gives clear account of 
Std. Detroit decision — its implica— 
tions & effects; text, 7/6, p. 35 thru 
38 

Dept. of Justice to support plea for re— 
view of the Indiana-—Detroit case, 
10/26, p. 22 

Dept. of Justice may still be cool toward 
Detroit case, 9/14, p, 7, Wash. Colum 

*Review of PTC—Indiana case ty Supreme 
Court foreseen, 11/2, p. 15 

Supreme court agrees to hear Std. Ind, 
appeal from ruling of Circuit court, 
11/9, p. 19 


PRICING POLICY 
Some in industry say tank wagon reduction 
on gasoline would have come with or 
without Std.'s change, 9/14, p. 5, 
4A of N 
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STANDARD OIL CO. (INDIANA) — Cont'd 





PRICING POLICY = Cont'd 

«Dans all formula pricing; Group 3 is dropped; 
comments; Text of announcement, 9/14,p.13 

New vrice policies don't change position as 
bigge-t influence in Midwest market, 9/21, 
Pp. 23, Edit, 

Marketers still split on effect on Ind, Std.'s 
pricing, 10/19, p. 13, Midwest Colwm 

Midwest orice situation is basically unchanged 
despite Indiana's formal dropping of Group 
3, 12/28, p. 15, Edit, 





STANDARD OIL CO. (KENTUCKY) 
First half financial report, 3/10, p. 20 





STANDARD OIL COMPANY (NEW JERSEY) 

Among leaders in training future managers; 
bibliography of training books, 12/21, p. 1l, 
Atlantic Coast Colum 

annual report wins “Oscar of Industry” award, 
9/28, p. 58 

*Brown, C.C,. says supply of oil products for peak 
seasons provided most economically from stor= 
age, at Fuels of Future forum at API annual 
meeting, text, 11/16, p. 26 

Freyermuth, George H,, new chairman of Oil In- 
dustry Information Committee, 12/14, p. 12, 
frontispiece 

“Tolman, Eugene, says private investment abroad 
will be hard hit if no solution is found to 
lollaresterlin¢g oil question, pic of Holman, 
10/5, p. 15 

Miideyear financial report, 8/17, p. 14 

Rathbone, M,J,, and John i/, Brice are named to 
Jersey's Board of Directors, 10/12, p, 24 

Reports its imports for 1950 will average 
202,100 b/d, 12/14, p. 15 

*Sees increased imports of residual as ‘gas! 
yields grow, 7/20, p. 15, Bjorkback 

Third quarter financial report, 11/2, p. 51 











STANDARD OIL CO. (OHIO) 
Baadte, J,J, tells SAE members, oil change in 
val set by 7 factors, at meeting, 9/23,p.28 
Begins construction of Toledo-!ostoria pipe 
linc, 10/12, p. 24 
Fletcher, Arch B, named pres, american Petroleum 
Credit Assn,, 11/23, p. 12, frontispiece 
Mideyear financial report, 8/17, Pe 14 
New refining at Lima unit to produce 30) more 
sas from barrel of crude, pic, 8/10, p. 34 
Newspaper ad tells readers how public, not com= 
panies set gasoline prices, 8/17, p. 24 
To increase catalytic cracking facilities at 
Cleveland refinery, 11/9, p. 22 
wieland, John tells Ohio Petroleum larketers 
assn, he*ter public opinion of industry will 
head off socialism, 9/28, p. 22, Sturtevant 





tere 


STAMDARD OIL DEVELCPMENT CO, 
Joint profram seekins economic 
thetics abandoned, 





process 
12/28, rp. 49 
STAC IND OIL 7 GAS CO. 
: 
colliday, A.L., cates growth of tractor use on 
farms, 12/7, p. 21 
Solliday, &4.L., forecasts oil supply adequate 
for all national demands until 1961, 10/12, 
Ds 20 
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STA — SUN 


STANOLLDYD PIPE LINE Co, 





Burke, pres., urges dropping outmoded trans- 
portation re¢ulations, 9/28, p. 58 


STATE DEPARTMENT = See DEPARTMENT OF STATE 





STATEVENT O* OWNERSHIP (KPN) 





Oct, 12, p. 24 


STEEL 
Commerce Dept.'s voluntary steel allocation 
program to end Sept. 30, 9/21, pe 24 





STERLING OIL & REF DIING Co, 
Buys Coast Company, 8/24, p. 63 





Builds 900,000 bbl, terminal, 12/14, p. 22 





STEWART, GEORGE L, 





Pres, Imperial Oil Ltd., 9/7, p. 14, frontis, 


STEWART, HUGH a, 
New director of Interior's Oil & Gas Divi- 
sion, 11/2, p. 13 
New director of Interior's Oil & Gas Divi- 
sion, 11/9, p. 12, frontispiece 





ST, LOUIS SOUTHWSSTERN RAILWAY Linas 
Proposes rate reduction to aid small land- 
locked petroleum refiners, 7/27, p. 16 





STORAGE TANKS = (See also PRODUCT LOSS PREVE!— 
TION series and BULK PLANTS & TERMINALS) 
Manufacturers of sraller size oil storage 
tanks find upsurge in demand, 10/12, p. 9, 
A of N 

OK sought to store LPG products underground 
in Texas, 3/17, p. 41 

Southeast Terminals plan construction of 
25,000 bbl, storage tank in S.C, for Pure 
Oil Co,, 10/12, p. 24 





STREETT, J.D. & CO, 
*New terminal will handle antifreeze com 


poundin’, packasing, 10/26, p. 34, Castle 





STRIKUS =— See LABOR RELATIONS 
SUN OIL Co, 
Does not plan 
p. 15 
First half financial report, 7/27, pe 15, 
8/17, rp. 14 
Pew, J, Howard, to receive API's Gold 
Medal award for achievement, 11/2,p.10, 
frontispiece 
*Saurino, Benedict, sees world tank ship 
fleet, shipbuilding, scrappage in balance 
by 1953, table, 12/21, p. 23 
To sell autoratic transmission fluid, 
"Sunoco Transmtic", 9/7, p. 59 





to market in Carolinas, 11/2, 





SUNSET CIL Co, 
*‘Builds new bulk plant and station, pix 
8/10, p. 26, Ridder 
Deal to sell out to Earle Oil Co, is orf, 
10/26, ». 15, Pacific Coast Colum 
Eagle Gil & Refs, will not buy out Sunset, 
10/5, pd. ll, Pacific Coast Colum 














SUNSET OIL CO. — Cont'd 
y sell out to Eagle Oil & Refg. Co., 9/7, 
p. 19 
To sell controlling interest to Eagle Oil & 
Refg. Co., 8/31, p. 9, Pacific Coast Colum 





SUPERIOR OIL CO. 
May be transformed into two companies — one 
to handle natural gas properties — one to 
handle oil assets, 12/21, p. 13 





SUPERTEST PETROLEUM CORP 
*Shantz, Ralph, studies conmunity needs to de- 
termine what TBA items to carry, pic, 10/19, 
*] 
po 50 


d SUPP LY—DEMAND 
| *American Petroleum Institute report shows 1949 
domestic oil demand exceeds U.S, production, 
charts, tables, 12/28, p. 26 
*Barkley, Alben W., fears nation is running out 
of oil; API convention, 11/9, p. 13 
*Brown, C.C, says supply of oil products for 
peak seasons provided most economically from 
storage, at Fuels of Future Forum, API an- 
nual meeting, text, 11/16, p. 26 
*Bureau of Mines‘ new monthly world oil survey 
sets oil products output at 224 million 
bbls., 9/28, p. 18 
*California oil refinery yields must conform 
with demand to avoid surpluses, reports show, 
Wid, Be i? 
q Calif, oil shipments East ease stock situation 
, but offer no cure, 11/23, p. ll, Pacific 
" Coast Column 
Crude overproduction still harassing western 
oil industry, 9/21, p. 13, Pacific Coast Col. 
Foreign vs. domestic crude balance believed in 
offing, 7/27, p- 7, Atlantic Coast Colum 
Fuel oil men urged to put on the ‘heat’ now 
for summer fills to avoid customer hardship, 
8/17, p. 17 
Full tanks will prevent trouble in Washington 
next winter and help assure future of oil 
heat, 8/3, p. 19, Edit. 
*Haider, M,L. of Imperial Oil Ltd, says Canada's 
goal of self-sufficiency in oil nearer as 
new fields come in, text, 9/14, p. 48 
*Imports rapped in IPAA's report on supply de— 
mand to Interstate Compact Commission, 9/7, 
p. 18 
*Jersey Std, men see inoreased imports of re— 
sidual as *gas' yields grow, 7/20, p. 15, 
B jorkback 
Light oils join residual fuel in West's over— 
supply dilemma, 10/5, p. 11, Pacific Coast 














Col, 
Mattison, Gordon, says there will be surplus of 
ce dollar oil due to reduction of pound ster— 


ling, 10/5, p. 11, Pacific Coast Colum 
Refinery yields of gasoline increase sharply in 
30 years; average yields of principal prod— 
ucts per barrel of crude oil, 1918 thru 1948, 
table, 11/30, Cover 





Some oi] men think sharp cut in Texas crude 
production allowables for Dec, may work as 
an overcorrection, 11/30, p. 5, 4 of N 

Statistical summary completed by ECA covers 
planned oil expansion activities throughout 
entire world, 9/14, p. 5, A of N 








SUPPLY—DEMAND — Cont'd 


*Stocks of residuals rise in Midwest but sup- 


plies in Chicago are tight, 11/2, p. 17 
Union Oil Co.'s accruement of heavy oil sur- 
plus spotlights oil problem in West, 9/7, 

pe 13, Pacific Coast Colum 


FORECAST 

*‘Bureau of Mines forecast of 1949 says re— 
finers must boost runs to meet winter 
demand, table, 8/17, p. 15 

*Bureau of Mines sees ample oil for win- 
ter; refiners step up crude runs to 
stills; table of B of M demand forecast, 
1/9, Pe 41 

*Economic Cooperation Adminis, report indi- 
cates 1,250,000 b/d of foreign oil my 
be seeking U.S, market in next 4 years, 
10/5, p. 15 

*Gonzalez, Richard J,, of Humble says oil 
use will gain 3% annually until 1960 
at API annual meeting, 11/23, p. 17 

*Holaday, W.M, urges greater utilization 
of energy, at Fuels of Future forum at 
API annual meeting, partial text, 11/16, 
p. 24, Guthrie 

*Indpt. Petroleum Assn. of America told 
output of domestic oil will meet all 
U.S, needs in 1949-1950, 10/12, p. 21 

*McIntosh, 4.J, of Socony—Vacuum foresees 
6% demand rises; Supply-demand outlook 
for 9 months ending March 31, 1950, 
table, 8/24, p. 13 

Solliday, A.L., sees oil supply adequate 
for all national demands until 1961, 
10/12, p. 20 

Thompson, Commissioner Ernest 0O,, says 
Texas can produce 80% of any needed 
emergency oil, at Houston Traffic Club, 
10/12, p. 2 

‘Whitman, Walter G., suggests program for 
meeting emergency needs, at Fuels of 
Future Forum at API annual meeting, 
partial text, 11/16, p. 23, Guthrie 





SWEDEN — See FOREIGN OIL — Sweden 


SWEET, ART 

*Humble Oil & Refg, Mgr. says restrict TBA 
lines to most frequently needed items; 
pic of Sweet, 10/5, p. 28 





SWITZER, G. L. 

*Reports 50% of replacement tire sales is 
oil's. share, at TBA convention, 12/14, 
pe 32, Sturtevant 





SYNTHETICS =— For "“ALKY" GASOLINE, see ALCOHOL 
*Sureau of Mines foresees gasoline from 
coal marketed at only 3-—4¢ per gal, 
above present prices, 9/14, p. 20 
Bureau of Mines reports direct mining costs 
of oil shale were cut to 29,2¢ on latest 
test, 12/14, p. 14 
Bureau of Mines survey cites areas for syn- 
thetic fuel plants, 9/2, p. 18 
Carthage Hydrocol, Inc. starts construc- 
tion of synthetio ‘gas’ line, 7/20,p.16 
Chapman, Sec. of Interior Dept. lauds 
coal hydrogenation tests, 12/28, p. 14 
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copolymer Corp. 


‘ad bl hal nie g / 
rubber, plC, S/ 39 De 


Cuterate shale fasoline forecast as possibility 
7/6, De 13, Pacific Coast Colusn 
bent. of Commerce eases synthetic rubber use 


in tires, tubes, 3/3, pe 24 

Deot,. of Interior plans oil shale mining demon= 
stration, 7/27, p. 14 

Nasing of synthetic use in small truck tires 
lue, 7/2 bs 

House Cormerce Gil Subcommittee cancels plans 
to launch hearings om setting up synthetic 
liquid fucls industry, 7/13, p. 14 

interior Dept, expected to maxe effort to get 
sore kind of synthetics bill passed at next 
session of Congress, 12/7, De 5, « of | 

interior Lept, ¢iv to aban= 
doning progran for making synthetic liquid 
fuels from coale—to use shale oil instead, 
9/28, de 9, & of N 

Joint program of Std, Oil Development Co, & 
ittsburch Consolidation Coal Co, seeking 
economic orocess for synthetics, is abandoned 
at yearts end, 12/28, p. 49 

cAllister of Shell says shale oil can be de— 

livered in near future at below $2,50 barrel, 
10/12, p. 15 

*turray bill would push private investment, not 
fovt. in synthetic fucls, 7/20, pe 17 

O'lahoney, Sen, believes owners of oi1 shale 
Jeposits siould have depletion allowance for 
tax purposes, 12/14, p. 5, A of N 

Rus¢ians clain they are responsitie for s:nw» 
thetic rubber, 3/3, p. 7, Wash, Colwm 


‘ AG 
Pe “9 





53 serious thougat 


Solliday, A.Le, says oil suvply adequete for 
all national demands w.til 1961, without use 
af eunt ine 1 n 
of synthetics, 10/12, p, 20 

Study tw Stanolind Oil Gas Co, shows synthe= 


tic Liquid fuels too costly, g/2 = % 20 









TANK CALIBRATION — See WEIGHTS & MEASURES 





TANKAR CO. 
To discontinue self-serve operations due to 
Newport News Virginia City Council ban, 
9/28, Pe 19 


¢ TAN KERS 

Coal to oil conversions seen for many Great 
lakes ships, 8/24, p. 5, & of N 

Defense establishment studies question of 
whether U.S, could protect tanker shipments 
from South America, 9/14, p. 5, 4 of N 

E. Coast major, out of tanker business for 
awhile, finds both clean & dirty vessels 
have higher rates, 9/28, p. 9, 4 of N 

Oil industry adds new vessels to fleet because 
of contracts, despite lack of business for 
private tankers, 11/9, p. 5, A of N 

*Saurino, Benedict of Sun Oil, sees world tank 
ship fleet, shipbuilding, scrappage in bal- 
ance by 1953, table, 12/21, p. 23 

Senate Commerce (Magnuson) Subcommittee lists 
question of how to get Navy out of tanker 
business high on priority list, 12/28, p. 5, 
A of N 

Tankers aplenty for heating oil shipments in 
sight now, 8/3, p. 9, Atlantic Coast Col, 

U.S. Maritime Commission appeals to Dr, John 
Steelman for return of 57 tankers now oper= 
ated by Navy, 8/3, p. 5, A of N 


TAXES 
*Congress urged to encourage small business in- 
vestments thru Capital Bank & overhaul of 
tax structure, 10/5, p. 13 
Congressional drive for biggest federal high- 
way aid program in history — will set off 
series of gasoline tax hikes, 11/30, p. 7, 
Wash, Colum 
Congressmen promoting sml1l business may make 
drive in 1950 to have expenses in research 
deducted from tax, 10/26, p. 9, A of N 
Democrats push proposal to help small business 
by exempting first $25,000 from federal in- 
come tax, 10/12, p. 9, A of N 
431 tax-exempt organizations list trade in oil 
and gas, 11/9, p. 19 
*Inoreases in taxes lead to socialism because 
ovt. spends more as taxpayer spends less 
i on Wollstadt's speech before Mid- 
Continent Oil & Gas Assn, meeting), 12/21, 
p. 19, Edit, 
Michigan Petroleum Association seeks to do 
away with notch tax on incomes, 11/9, p. 18 
National Dixie Distributors urge tax relief 
bill passage to eliminate “notoh” tax on in- 
comes, 11/9, p. 21 
O'Mahoney, Sen. believes owners of oil shale 
deposits should have depletion allowance for 
tax purposes, 12/14, p. 5, A of N 
*Drew Pearson's tax settlement story attacked 
by Mid-Continent Petroleum; fraud is denied, 
12/28, p. 18 
Proposal may come up before Treasury Dept. al- 
lowing full recove of exploration & 
drilling costs, 11/2, p. 5, A of N 
Small businessmen get support in drive to re- 
vise federal tax structure, 7/20, p. 5, 
4A of N 
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TAXES = Cont'd 
Tax figures misleading as oil demand yard- 


stick, 9/7, p. 19 

*Texas Mid-Continent Oil & Gas Assn. protests 
use of U.S, tax money on foreign oil de- 
velopment, 10/19, p. 24 

*Vandeveer's article Mergeritis backed by 
Michigan Petroleum Assn. at meeting, 9/14, 
pe 17, Dietrich 

*Vandeveer's article Mergeritis spurs demand 
for tax revision, comments, 9/21, p. 25 

Vandeveer asks Congress to prove its interest 
in competition by studying reasons for mer— 
gers, 8/24, p. 21, Edit, 

Vandeveer crusade to aid small business prods 
congressmen, 9/28, p. 11, Wash. Col. 

*Vandeveer, W.W. declares tax laws, not compe— 
tition forced sale of Allied Oil Co., 8/17, 

Washington speculates that Truman will ask 
Congress to assess highway, waterway & air- 
port users with higher federal charges for 
development & maintenance, 12/7, p. 5, 
4 of N 

*Your Stake in Congress: Major clash on 
boosting taxes vs. cutting expenses expec— 
ted to occur during 1950 session of Con- 
gress, 12/28, p. 19 (#3 in a series of 4 
articles by Yocom on Congress) 

Wimmer, Ed, of Nat. Federation of Indpt, 
Business, urges overhaul of U.S. tax 
structure, 10/5, p. 13 


CO—OPS 

Co-op tax advantages draw fire in South- 
east, Commerce Sec. Sawyer reports, 8/31, 
po 16 

*’Pighting chance’ for tax equality seen 
in Williams amendment aimed at co-ops, 
8/10, po 17 

*Florida jobbers rap co—op's tax privileges, 
8/24, po 18, Wollstadt 

Investigation of co-op tax exemption urged 
by Doughton; Iowa jobber savings mini- 
mized, 7/20, p. 14 

*Iowa Indpt. Oil Jobbers Assn, sponsors 
smill business parley demanding tax 
equality between indpts, & co-ops, 9/7, 
p. 15 

Mail campaign of North Dakota Tax Equality 
Assn. tells farmer co-ops they owe fed— 
eral income tax on patronage dividends, 
11/30, p. 8, Midwest Colum 

Nat. Tax Equality Assn.’s "Free Bucks", 
aimed at co-ops, gives Treasury Dept, 
jitters, 7/20, p. 24, Edit. 

Opposition to tax advantages of co-ops de- 
velops strongly in Southeast, 9/7,p.9, 
A of N 

*Trend to co-op conversion expanding in 
sm&1l business, 7/20, p. 13, Patla 


DIESEL FUEL 
Massachusetts oil jobbers are warned of 
new state law making permanent 1¢ gaso— 
line & Diesel fuel tax, 9/28, p. 20 


DIVERSIONS 
National Highway Users Conference may op- 
pose antidiversion and rural road aid 
by fed. govt., 10/12, p. 9, A of N 
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TAXES — Cont'd 


DIVERSIONS — Cont'd 
*Non-highway use of gasoline tax funds reduces 
gasoline consumption, hurts public, tables 
charts, map, 12/28, p. 30 & Cover, SEE: 
Feb. 8, 1950 — p. 16 for Texas diverting 
‘gas’ funds; Jan. 11, 1950 — p. 42 for Mon= 
tana preventing 'gas' diversion, 


GASOLINE 

Calif. gasoline & Diesel tax yields for My, 
8/3, pe 11, Pacific Coast Colum 

Calif, gasoline tax may be boosted another 
1.5¢, 12/7, p. 56 

Calif, revenue from tidelands oil to be im 
pounded in special fund until October 1950, 
8/3, p. 11, Pacific Coast Colum 

Congressional drive for biggest federal high 
way aid program in history — will set off 
series of gasoline tax hikes, 11/30, p. 7, 
Wash, Colum 

Federal gasoline tax take for May gains, 7/13, 
p. 37 

Gasoline federal tax collection shows drop 
during July, 8/31, p. 20 

Illinois 'gas' tax increase meets defeat, 
7/6, p. 12, Midwest Colum 

Indiama Petroleum Industries Committee shows 
motorists how much state gasoline tax they 
pay, 7/20, p. 20 

Vassachusetts oil jobbers are warned of new 
state law making permanent l¢ gasoline & 
Diesel fuel tax, 9/28, po 20 

Mississippi gasoline tax increase threat may 
have counter proposal, 12/28, p. 14 

Mississippi Senate votes to reconsider gaso— 
line tax hike of 1¢, 12/14, p. 14 

Mississippi tax hike seen out for 1949, 12/21, 
pe 16 

Missouri court vetoes suit to halt referendum 
on gasoline tax, 11/16, p. 59 

Nat. Congress of Petrol, Retailers advocate 
prominent posting of ‘gas' tax on pumps, 
7/20, pe 24 

Nevada accepts optional 'gas' tax of 1¢ per 
gale, 7/20, p. 11, Pacific Coast Column 

Texas legislature may raise oil &gas industry 
taxes, 7/13, p. 5, A of N 

Texas may cet oil and gas tax boost; sales 
and income taxes, 8/10, p. 5, & of N 

West Virginia maps gasoline tax drive against 
trucks, 8/31, p. 52 


LUBES 

Bills offered to impose tax on reclaimed lubes, 
7/33, te S2 

Federal excise tax on lube oils does not apply 
when used for non-—lubricating purposes, 
11/2, p. 5, & of N 

If tax differential can't be erased, jobbers 
fear virgin lubes, under 6¢ federal tax, 
will be washed from market by reclaimed oils, 
9/14, p. 5, Aof N 

Lube tax collections dip during Sept., 11/9, 
p. 18 


STATE — For state taxes see TAXES — Gasoline, or 
Name of State 


TAX — TEX 


TAYLOR, JESS 
New pres, of South Dakota Indpt, Oil Men's 
Assn., 11/2, p. 16 
Taylor Oil Co, head is new pres, South Da- 
kota Indpt, Oil Men's Assn., 12/28, p.10, 





frontispiece 
TENNESSEE 

Nashville considers bill to ban self-serves, 
8/10, p. 14 

Nashville ordinance outlaws self-serves, 
9/21, pe 24 

Nashville passes self-serve station ban, 
9/14, p. 15 


TENNESSEE OIL MEN'S ASSOCIATION 
Campbell, Sam H, of Campbell Oil Co., new 
head, 7/27, p. 12, frontispiece (correc- 
tion: Campbell is not graduate of Yale— 
see letter filed "C" 8/1/49) 
*Unity between supplier, marketer urged by 
Bero at mecting, 12/14, p. 18, Boyd 





TENNESSEE PETROLEUM TRANSPORT ASSN, 





incorporated Nov, 11; seeks uniform rates, 
list of officers, 12/14, p. 20 


TERMINALS — See BULK PLANTS & TERMINALS 
TETRAETHYL LEAD 





Antiknock mix prices hold in new lead 
hike, 7/20, p. 18 

Antitrust suit seeks divorcement of du-Pont, 
General Motors from tetraethyl lead busin— 
ess, 7/6, pe 20 

Ethyl Corp, cuts lead prices, 11/2, p. 17 

Ethyl, du Pont to boost antiknock mix prices 
Oct, 1, 8/31, Pp. 17 


TEXAS 


Attack on Texas LP=gas insurance law dis— 


missed, 9/14, p, 18 

Giles, Bascom, Land Commissioner commends 
NPN edit. of Nov, 16 on tidelands, 11/30, 
pe 17 

Houston fire chief lauds safety of self- 
serves, 10/12, p. 22 

Houston gets second self-serve, 7/20, p.18 

Houston gets third self-serve gasoline 
station, 8/31, p. 13 

Humble Oil & Refg. Co.'s 3—point program 
boosts them from 5th to 2nd place as mr 
keter of gasoline in Texas, 11/30, p.23 

New Texas governor for Tidelands com 
promise, 7/13, p. 18 

Net to c-mpronise on tidelands issue; 
Price Daniel & Bascom Giles likely can- 
didates for governor, 7/13, .5, A of N 

Oil & gas industry fears taxes my be 
raised next time legislature meets, 
7/13, p. 5,4 of N 

Service station, auto store business up in 
May, 7/20, pe. 46 

Service station sales gain in first half 
of 1949, 8/31, p. 52 

Gov, Shivers predicts oil and gas tax 
boost; sales and income taxes, 8/10,p.5, 
A of N 

Supreme Ct, gives Texas month to answer in 
Tidelands suit, 10/12, p. 18 
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TEXAS = Cont'd 
“Texas Oil Jobbers Assn, organized; group urged 


















to join jobber council, 7/20, p. 19, Ballad 
(BD) owas company, THE 
: —Tutomatic Transmission estimted market from 
1946 thru 1960 prepared by The Texas Co., 
chart, 9/28, Cover 
Charged with closing part of refinery program 
to make room for foreign oil, by IPAA, 12/7, 
o 16 
paseevere new tideland oil field in Rabbit Is- 
land, 9/14, p. 67 
First half financial report, 8/17, p. 14 
New 40,000 b/d refinery on E, Coast to process 
most of company’s foreign crude, 12/14,p.16 
eNew Orleans operator says Texas Co, won't sup— 
ply gasoline if outlet is advertised as self— 
serve, 9/28, p. 19 
Sees big automatic drive refill future, 8/10, 
Pp. 14 
Third quarter financial report, 11/2, p. 51 
Wage dispute settled; resume work on $25 mil- 
lion expansion, 7/27, p. 16 
TEXAS EASTERN TRANSMISSION COMPANY 
Supplies Connecticut, Mass., Rhode Island and 
New Hampshire with natural gas, 11/16, p. 9, 
Atlantic Coast Colum 
TEXAS MID-CONTINENT OIL & GAS ASSN, 
4 *Protests use of U.S. tax money on foreign oil 
development, at 30th annual meeting, 10/19, 
Pe 24 


TEXAS OIL JOBBERS ASSN. 
Bennett, E.k., pres., 8/17, p. 12, frontispiece 
‘First annual convention — list of resolutions, 
10/19, po 24 
‘Organized; urged to join jobber council, list 
of officers, 7/20, p. 19, Ballad 





TEXAS PIPE LINE Co, 
To construct 131 mile line to North Texas, 
7/27, Po 16 





TEXAS RATLROAD COMMISSION 
Murray, William J., Jr. to seek election next 
year to Texas Railroad Commission, 12/7, 
Pp. 5, A of N 
Predicts LPG supply ample, 10/26, p. 39 
lo renew campaign against gas flaring, 8/10, 
p. 5, hot N 





TEXTILE FABRICS ASSOCIATION 
Benefits of trade practices rule of assn, out-— 
lined to Oil Heat Institute of New England, 
11/95 po 20 
Operates under Fair Trade Practice Code for 
21 years, 10/5, p. 20 





THATCHER OIL COMPANY 
Sells out to Pure Oil Company, 11/23, p. 51 





T DELANDS 
| Administration tips hand on Great lakes “Tide— 
lands", 9/7, p. 11, Wash, Colum 
Calif, revenue from tidelands oil to be im 
pounded in special fund until October 1950, 
3/3, p, 11, Pacific Coast Column 





TIDELANDS — Cont'd 

Calif. State lands Commission has permission 
from Dept. of Interior to advertise for 
bids on tidelands oil development, 12/28, 
Pe 9, Pacific Coast Colum 

Calif, state revenue from tidelands oil to 
be impounded in special fund wntil October 
1950, 8/3, p. 11, Pacific Coast Column 

Chance to publicly refute Barkley’s unfair 
statements at Anerican Petroleum Institute 
meeting, missed, 11/16, p, 19, Edit, 

Colorful history to unfold when Supreme Ct, 
takes over Texas—Louisiana tidelands case, 
8/31, p. 5, A of N 

Hearings on tidelands legislation ended un— 
til next year, 10/19, p. 19 

*Interstate Oil Compact Commission renews 
resolution backing control of tidelands by 
states, at meeting, 12/14, p. 22 

New Texas Governor for tidelands compromise, 
7/13, p. 18 

No indications that Rayburn may settle is- 
sue, 7/20, p. 1? 

O*Mahoney’s Senate Interior Committee 
scheduled to hear tidelands bills, 9/28, 
Po 2 

Possibility of Congressional action on Tide— 
lands bill this year fades, 8/31, p. 15 

Rayburn continues efforts to get Congress 
started on settlement of tidelands con— 
troversy, 8/10, p. 13 

Texas Land Commissioner commends NPN edit— 
orial of Nov, 16 on tidelands, 11/30,p.17 

Texas, Louisiana get month to answer in 
tidelands suit by Supreme Ct,, 10/12,p.18 

Texas not to compromise on tidelands is— 
sue, 7/13, p. 5, & of N 

eVitter, A.L. of Calif. Oil Co, predicts 20 
fold gain in offshore crude oil output 
within few years, at Interstate 011 Com 
pact Commission, 12/28, p. 33 

Walter, Rep., introduces two bills pre- 
pared ty Krug in regard to tidelands is— 
sue, 8/17, pe 2 


TIDE WATER ASSOCIATED OL CO, 

Mid year financial report, 8/3, p. 18, 
8/17, po 14 

National Labor Relations Board rules Tide 
Water must bargain on pension, 9/21,p.66 

Sponsors football broadcasts, 9/14,p.11, 
Pacific Coast Colum 

Third quarter financial report, 11/2,p.51 





TIME OIL CO. 
Cuts manhandling of heavy oil drums to 
minimum by using gravity tracks, 12/21, 
po 13, Pacific Coast Colum 





TIN 
All bans on use of tin in petroleum pack- 
aging will be revoked, 9/14, p. 41 


TIRES, BATTERIES & ACCESSORIES 





*Carter, Carl (Simclair consignee) describes 
his TBA operations and various factors 
which help operators meet competition, 
text, pig of Carter, 12/14, p. 39 

Consignees fear bulk plant by—passing; con— 
centrate on profitable TBA, 8/10,p.5, 

A of N 
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TIRES, BATTERIES & ACCESSORIES — Cont'd 


TIR = (Cont'd) 


TIRES, BATTERIES & ACCESSORIES — Cont'd 








*Growing volume of TBA sales spotlights impor 
tant role it plays in oil marketing, 7/6, 
p. 25 thru 28 (TBA booklet mterial) 

*Kirschner Bros, study past sales experiences 
for profitable, stocking of TBA, pics, 
11/23, p. 48, Sturtevant 

*Lightburn, J.B. of Purolator Products, says 
recsular change of both oil & filter saves 
money & engines, 7/6, p. 31 

List of oil companies handling TBA, 7/6, p.26 

Midwest jobbers may take inventory losses on 
tires and batteries because of price drops, 
7/20, pe 5, 4 of N 

*Ohio Oil Co, pictorial story of a day with mer 
chandising salesman Robert E, Hesher, pics 
8/3, pe 26 

*0il Industry TBA Group convention program out— 
lined, list and pics of officers, 11/23,p.42 

*0il Industry TBA Group say mfg.'s should set 
up programs to fit oil's needs; training, 
inventory control, advertising discussed, 
at meeting, pic, 9/21, p. 49 & Cover, Stur- 
tevant 

United States Rubber Company views potential 
TBA sales of nationally advertised items at 


stations, tables, 11/2, p. 29 








BATTERIZS & ACCESSORIES 

Battery replacement business done through pe— 
troleum outlets due for further increase, 
12/21, p. 5, A of N 

Battery replacerent sales up 5.9% in Septem 
ber, 11/23, p. 49 

Heavy battery demand has materialized, 3/31, 
p. 5, A of N 

If engine compression ratios rise, cars may 
require 12 volt batteries for starting, 
9/28, pe 9, A Of N 

Oil's TBA men push sale of seat covers for 
cars, 7/20, p. 47 

Service stations use new TBA item (plastic 
wind deflectors) to draw gasoline busin- 
ess, 8/3, p. 5, AofN 

Shipments of replacement batteries show 1949 
drop, 7/20, p. 50 

*Shock absorber replacement sales click as 
part of major company's TBA program, 11/2, 
De 26, Sturtevant 

*Spark plug sales can increase profits, help 
protect gasoline brand preference, 9/21, 
p. 46, Sturtevant 


BRIEFS 

July 6, p. 31 

SOS eo COsceevoooscouring pads for white wall 
tires 

Pan-WAmeecooooeeeokerosine burning refrigerator 

Pennzo0il.,..o.e+e-otable estimtes gross volume 
of business available from 
customers, 

Pa, Refg. Co..eeodistributes USI permanent 
type antifreeze 

Consumer Co-op...Kansas City Co-op's first an= 
nual tire sale 

Univ. of Texas,.,,Survey shows filling station 
business improves, 


~~. 


BRIEFS = Cont'd 


Aug. 3, Pp. 24 

Purolator Prod, ..folder of sales tips on 

lube oil filters, 

Bowes "Seal Fast".,promotes trade in on 
tires, 

Gulf. coccccocccees opromotes TBA sales, 

Socony—Vacuum,....."Marina” — sml1il1 boat 
repair, 

Seiberling...eecceedeR. Lotze named mgr, 
of tire & sealed air 
dept. 

Purolator Prod.sosee.J.D. Abeles, new asst, 
to Pres, 

Gen, Petrol....eeeeAnnwl tire sales cam 
paign 

American Oil......-Markets two cold rubber 
tires, 

Automobile Facts & Figures,,Emergency bate 
tery service demand in- 
creases, 

United Distillers of Amer, Antifreeze 
guaranteed to give win- 
ter long protection - 
$1,00 per gal, 

Lutz Tire Lift Co,,National distribution 
of tire change tool, 


Aug. 24, pe 26 


Stewart—Warner....eO0ffers one package fuel 
pump display & installa- 
tion kit, 

Plastone Auto-cleaner,,Uses new permanent 
labels on bottles, 

Gulf 011 Corp......uxtended payment plan 
for TRA, 

Oil Industry TBA,.,Midwest section conven— 
tion Sept. 12. 

Goodrich Coseceeceetakes tubeless tires, 

Seiberling Rubber,,Shows loss first half 
of 1949, 

Exide Battery Co...New storage battery 
voltmeter, 

Richfield Oil Co,.,Dealer mkes own dis= 
play racks, 

Shell Oil So......,Folder describes steel 
TBA display racks, 


Sept. 7, Pe 37 


Auto Necessities,.,Automobile arm rests, 
HangeAll Corp...eeeAuto wardrobe rack, 
Health Aerochemicals,,Auto wax, 

Marley Industries,,.Spray on auto wax, 
Santay Corp.e.c..e-eAuto clothes hanger, 


Sept, 21, p. 48 

Rubber Mfg. Assn,..Tire shipments during 
July 

Cristy Chemical,...Chemical keeps wind— 
shields free of ice, 

Kentucky Std......,rromotes tube sales, 


Oct. 5, pe. 31 

Tide Water Assoc,.,Offers dealers deferred 
payment plan for 
stocking TBA 

NPNecccccccecceeee correction on Locke 
Rogers of Socony. 
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TIRES, BATTERIES & ACCESSORIES = Cont'd 








BRIEFS — Cont'd 
Oct. 5, pe 31 — Cont'd 
Sa 
General Motors, AC Spark Plug Div,,Promotes 
Coralox by using it in 
rings. 





Oct. 19, pe 52 

Tide Water..cecceoeNew low price battery called 
"Pennant", 

Exide CossccoceceeNew capacity tester for bat— 
teries, 

Se iberling...eeeeeConsolidates advertising & 
merchandising depts, 

Goody ear.cecececeetBkes 475,000,000 pneumatic 
tires, 

TBA Group.seecoeoeDiscussions from Midwest 
meeting, 

Fireston€.eceeeeeeDiscovers synthetic rubber 
polymer that bounces at 75°F, 
below zero. 

U.S, Rubber....---O0ffers dealers battery mer= 
chandiser, pic, 


Nov. 2, Pe 2 
Std. KV eeeeeeseeeoDrive for fan belt sales, 
Goodyear...-ccoeeolruck tire called Hi-Miler 
Xtra Tred 
ececekffective TBA display windows 
for dealers, 
Tire Chains......ePrromotional sales, 
Goodrich,.....oe..New tubeless, self~sealing 
tire, 
) Exide cecsceccceceeNew automobile storage bat= 
tery « 
Sohidosccceoccccceedealers being offered new 
seasonal TBA items, 


GES ccveccoes 


DISPLAYS 

*Aetna 011 Co.'s new station provides ample, 
well-lighted TBA display, pics, 7/20, p. 44 
& Cover 

Displays with sales appeal promote profits in 
TBA (Socony—Vacuum dealers) pics, 7/6,p.30 

*Esso Std. Oil Co, displays show limited space 
easily adapted to profitable TBA displays, 
pics, 8/24, p. 28 





VARKETING OPERATIONS SERIES 

*Socony—Vacuum's Glenn Werley gives TBA items 
to be sold at service stations, list, 8/3, 

p. 23 (#1 in a series) 

*Sinclair's William Kelly advocates mass display 
by production classifications for best TBA 
sales, chart, 8/24, p. 24 (2 in a series) 

“Atlantic's S.J, Heideman discusses responsibil- 
ity of supplier in best serving average 

« dealer, pic of Heideman, 9/7, p. 35 (#3 ina 
series} 

*Sweet, Art of Humble Oil & Refining Co, says 
restrict lines to meet frequently needed 
items, pic of Sweet, 10/5, p. 2 (#4 ina 
series) 








*Supertest Petroleum Corp. Ltd.'s Ralph Shantz 
) studies community needs to determine what 


TBA items to carry, pic, 10/19, p. SO (#5 
in a series, 





TIRES, BATTERIES & ACCESSORIES = Cont'd 


TIR = TRA 





TIRES 

Copolymer Corp. converts 100% to cold syn- 
thetic rubber, pic, 8/3, p. B 

Dept. of Commerce cuts rubber use estimte 
of U.S., 8/3, pe. 25 

Dept. of Commerce eases synthetic rubber 
use in tires, tubes, 8/3, p. 24 

Easing of synthetic use in small truck 
tires due, 7/20, p. 46 

Federal Trade Commission seeks limit on 
maximum tire sale discounts, 10/5, p.18 

Federal Trade Commission sets tire dis- 
count hearing for Jan, 9, 11/30, p. 23 

Federal Trade Commission's tire discounts 
ruling viewed ty many as peril to TBA 
department, 10/19, p, 18 

Indpt. tire dealer tactics to get oil com 
panies out of tire business, may hit 
consumer hardest (FTC tire discount 
rule), 12/7, p. 7, Wash, Colum 

May passenger car casing shipments up 
4.27%, table, 8/3, p. 25 

*Nat. Assn, of Indpt. Tire Dealers favors 
some kind of Federal Trade Commission 
limit on quantity discounts, 11/9, 
pe 40, Sturtevant 

Nat. Assn. of Indpt, Tire Dealers to per— 
suade FTC to make tire quantity dis- 
count limits cover spare tires, 11/9, 
pe 5, A of N 

*Switzer, G.L., Shell Oil Co., says 50% of 
replacement tire sales is oil's share, 
at TBA Oil Industry Group meeting, pics, 
12/14, p. 32, Sturtevant 

Tire replacement sales drop again in 1949; 
motorists revert to prewar buying pat- 
terns, chart, 8/24, p. 26 & Cover 

Tire and tube prices cut by Std. Ind., 
7/20, po 47 


TRAINING 
*Skelly’s goal is to tell key personnel 
how to train station men in TBA selling, 
pic, 7/20, p. 48, Castle (#2 in a ser 
ies of 2; #1 appeared June 22, p. 50) 


TOKHEIM OIL TANK Pt CO. 





Nationai Pump division replaces National 
r 
Pumps, Inc., 12/21, p. 16 


TRAIN ING 


Army to give two week course in testing 
petroleum products used by Army. 9/14, 
Pe 52 

Attention drawn to need of education of 
tank truck drivers in operation of newer, 
heavier equipment, 7/27, p. 5, A of N 

LP=gas technology course offered at 
Georgia Tech,, 7/2, p. 28 

Major uses intensive training campaign for 
service station personnel to promote 
oil sales, 7/6, p. 9, A of N 

*Miller, of Std, Ind. cites credit mn- 
ager's role in sales training at Amer, 
Petrol, Credit Assn., 11/23, p. 51 

New England Oil Heat Institute plans oil 
burner service classes, 9/14, p. 47 
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TRAINING — Cont'd 

io Oil Co. incident shows driver courtesy 
builds good public relations, 11/30, p.24 

Oil companies among leaders in training fue 
ture managers; Std. (New Jersey) biblio-= 
graphy of books on training, 12/21, p. 11, 
Atlantic Coast Colwm 

0i1 Industry Information Committee service 
station training plan grows in Brooklyn, 
12/7, p. 9, Atlantic Coast Colum 

*0il Industry TBA Group discuss TBA dealer train- 
ing at meeting, 9/21, p. 49, Sturtevant 

*Ruan Transport Co, finds driver safety pro- 
gram pays off in good will, profits, pics, 
10/12, p. 27 & Cover, Ridder (41 in a series 
of 2) 

*Ruan Transport Co, driver safety program — how 
it affects employe, public and customer re— 
lations, pic, 11/30, p. 24, Ridder (#2 in a 
series of 2 

Seven major oil companies representatives 
study Corporate Training in Washington, 
10/12, p. 11, Wash. Colum 

*Skelly's goal is to teil key personnel how to 
train station men in TBA selling, pic, 7/20, 
p. 48, Castle (#2 in a series of 2; ran 
June 22, 1949, p. 50) 

Socony—Vacuum dealers train in servicing auto— 
matic transmissions, pic, 7/20, p. 24 

Training course for oil burner salesmen offered 
at Walter Hervey Jr. college, 9/7, p. 43 


TRANSPORTATION = See specific listings: TRUCKS, 
TRUCKING; RAILROADS; BARGES, BARGE TRANSPORTA— 
TION; AUTOMOBILES; TANKERS 


GENERAL 
Burke, J.L., pres. Stanolind Pipe Line Co, 
urges dropping outmoded transportation 
regulations, 9/28, p. 58 
«Interior Dept, study shows oil transporta— 
tion hits peak in 1948; chart cites gain 
1938 to 1948, 11/30, p. 32 


TREASURY DEPARTVENT = See DEPARTMENT Of TREASURY 





TRICE, REGINAID, INC. 
*Sets up station lessees as zone dealers to de= 
liver No, 1 fuel 011 to customers, ma 
8/24, p. 30, Sturtevant (43 in a series of 3; 
#1 — March 16, p. 213 #2 — March 30, p. 40) 





TRINIDAD — See FOREIGN OIL — Trinidad 


TRUCK TRAILER MANUPACTURERS ASSN. 
Urges uniform load code, 11/9, p. 53 





TRUCKS, TRUCKING 

American Trucking Assn, says no proof exists 
that leasing practices are responsible for 
safety violations, therefore ICC cannot pro- 
hibit leasing of equipment, 9/21, p. 7 

American Trucking Assn. to oppose changes in 
for-hire carrier rules, 9/21, p. 20 

Battle between truck operators and railroads 
over freight rates to come before Interstate 
Commerce Cormission, 12/21, p. 5, A of N 

Burke, J.Le, pres. Stanolind Pipe Line Co, 
urges dropping outmoded transportation resgu— 
lations, 9/28, p. 58 





TRA — TRU 


TRUCKS, TRUCKING = Cont'd 
*eCalif, Std. increases deliveries, steps up 





dispatching to cut per gallon costs, 11/16, 


pe 55, Ridder 
*Carrier—owned insurance plan proposed for 
tank truck operators, 9/14, p. 42 

Company pays drivers of fuel oil trucks com 
mission of 0.5¢ per gal, winter and sum 
mer, 8/10, p. 5, 4 of N 

Dodge truck publication warns of extended 
oil drains, 11/9, p. 22 

*Interior Dept, study shows gain in truck 
transportation of oil from 1938 to 1948, 
chart, 11/30, p. 32 

Interstate Commerce Commission rejects dual 
trucking permit for Osborne Trucking Co, 
in Indiana, 9/14, p. 45 

*ICC suspends Mississippi trucker's proposed 
rates, 11/30, p. 35 

*Jensen, John H,, tells what to look for when 
buying tank truck units, 8/17, p. 36 thru 
41 

Motor carriers protest to ICC, railroad pro— 
posal to reduce rates, 9/28, p. 19 

National labor Relations Board ruling favors 
truck distributors of fuel oil, 9/7,p.43 

National Tank Truck Carriers, Inc, board 
meets to hear tank truck economic data, 
9/7, Pe 41 

New oil trucker group set (Tenn, Petrolewn 
Transport Assn.) seeks uniform rates, 
list of officers, 12/14, p. 2 

Ohio O11 Co, incident shows driver courtesy 
builds good public relations, 11/30, p.24 

Ohio's highway director's future meeting 
plans may result in more wniform truck 
regulations, 7/6, p. 9, A of N 

Oil industry pushing greater and greater use 
of trucks as pipe lines draw nearer to 
consumer, 12/7, p. 19, Edit, 

*Outdoor vs, garage storage of trucks — oper- 
ations men differ on merits of each, 
12/21, p. 39, Ridder 

*Private trucking rights are upheld in ICC 
ruling in Lenoir chair case, 11/30,p.30 

*Product Loss Prevention: Evaporation losses= 
how to reduce them, illustrations, 7/27, 
p. 23 thru 30 

Progress is made in constructing petroleum 
truck tanks of lighter steels and alum 
inum, 8/17, p. 5, A of N 

Proposed low truck rates are suspended by 
Icc, 7/20, pe 19 

Railroads protest newly reduced truck 
rates not compensatory, 9/28, p. 19 

Tank truck loadings drop, American Trucking 
Assn. reports, 8/10, p. 18 

Truck=-rail oil competition pointed up in 
Interstate Commerce Commission cases, 
10/12, pe 35 

Truck- Trailer Mfg, Assn. urges uniform load 
code, 11/9, p. 53 

*When to replace or expand truck fleets, 
pic, 9/7, p. 39, Sturtevant 

Winners in truck safety contest held by 
National Tank Truck Carriers, Inc., 

10/26, p. 24 
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TRUCKS, TRUCKING — Cont'd 





CHICAGO STRIKE 
*Strike of 1,300 oil drivers hits numerous 
stations in Chicago area, 8/17, p. 16 
Courteous service and mo gasoline price hike 
seen during Chicago truck strike, 8/24, 
p. 5, A of N 
Striking Chicago drivers losing $19,000 per 
day, 8/24, p. 9, Midwest Colum 
*Chicago gasoline supply dwindles as strike of 
gasoline drivers continues, pic of manage— 
ment & umion leaders, 8/24, p, 16 
*AFL permits Indpts, to opem stations; Chicago 
gasoline famine ends, pics, 8/31, p. ll 
*AFL Chicago gasoline truck drivers strike 
ends, 9/7, pe 16 
LOADING RACKS 
Attention drawn to need of education of dri- 
vers in operation of newer, heavier equip- 
ment, 7/27, pe 5, A of N 
Hoosier Oil & Coal Co, trebles loading rack 
speed, bulk plamt storage capacity, pios, 
8/3, p. 30, Boyd 
*Petroleum Heat & Power Co, cuts loading time 
50% with filling station type rack, pics, 
7/13, po 32 & Cover 
*Quincy Oil Co.'s remote control system for 
loading rack pumps and meters saves jobber's 
dollars, pics, 8/3, p. 21 & Cover, Sturte— 
vant 
*Union O11 Co, has 1,500 g.p.m, rack to load 
trucks; pipe line under city streets, pics, 
7/27, De 32 & Cover 


METERS & PUMPS = (See also BULK PLANTS & TER- 

MINALS - Meters & Pumps) 

*Carlson, W.D., Std. Ind, tells how mobile 
calibrator unit decreases stock losses due 
to inacouracies, 12/28, p. 36 

Use of print—o-meters on all fuel oil trucks 
urged because of possibility of state legis— 
lation requiring them, 9/21, p. 7, A of N 





SAFETY 
American Trucking Assn. safety contest open to 
petroleum haulers, 8/17, p. 34 
*Ruan Transport Co, finds driver safety pro= 
gram pays off in good will, profits, pics, 
10/12, p. 27 & Cover, Ridder, #1 in a ser~ 
ies of 2 
*Ruan Transport Co.'s driver safety program — 
how it affects employe, public and customer 
relations, 11/30, p. 24, Ridder, #2 im a 
series of 2 
Tank Truckers mark up good safety reoord in 
May, 7/20, p. 24 


TRUMAN, HARRY S. 





Bowed to pressure in supporting Leland Olds, 
10/12, p. 11, Wash, Colum 

Businessmen speak up as they see new threats to 
economic system in administration actions, 
9/14, p. 19, Edit. 

Congress won't make good on Truman's moon prom 
ise; comments on 8lst Congress, 8/31, p. 7, 
Wash, Colum 

Democratic sponsored investigation to smear 
Truman opposers may backfire, 10/12, p, ll, 
Wash, Colum 


-75- 


TRU — TUS 


TRUMAN, HARRY S, — Cont'd 





iadustry has am obligation to public and it- 
self to refute fallacious Truman welfare 
propaganda, 10/12, p,. 23, Edit. 

Seems set on paying political debts, 8/17, 
p. 7, Wash, Colum 

Truman's doing it again — loading U.S, pay-— 
roll with his old cronies, 10/26, p. 23, 
Edit. 


TURB INES 


GAS 
Yellott, John 1,, coal man, reports re- 


search progress on gas turbine, 8/17, 
Pe 59 


TUSCARORA OIL CO., LID, 





*DeGroot, John W,, gives history and growth 
of product pipe lines, at API annual meet— 
ing, text, charts, maps, 11/16, p. 45 








NPN—July—Dec=-1949 





%;7 


TIT ROpT Tews LT 
JLUROPE, Lig INAS) tbe 








LSSO Std, Vice preSe, 8/3, pe 12, frontispiece 


is —* 


Accruement of heavy fuel oil surplus spotlizhts 
oil problem in lest, 9/7, p. 13, Pacific Coast 
Colum 

Advertisement on quality stirs W. Coast inter- 
est, 9/14, pe 9, Pacific Coast Column 

Advertisement shows how Union will have to spend 
40 to 70 millicn for refinery changes, 9/14, 
pe ll, Pacific Coast Column 

Completes 6,00° b/d Duo—Sol unit at Oleum re=- 
finery, 11/23, p. 11, Pacific Coast Colum 

Construction of new research plant in LA to be- 
gin in Sept., 7/20, pe 11, Pacific Coast Col, 

Cuts quarterly dividend from 62,5¢ to 50¢, 
10/5, p. ll, Fracific Toast Colum 

Expands plants to correct gasoline-residual 
jam, 8/17, pe 11, Pacific Coast Colum 

Nideyear financial report; public benefit of 
'free' industry cited, 8/3, p. 18, 8/17, p.14 

*Pipe line under city streets brings gasoline 
from refinery to Rosecrans Motor Transport 
Terminal, pics, 7/27, pe 32 & Cover 

Signal 0i1 & Hancock get 25% ownership each in 
develoning North Dakota fields held by Union 
Oil Co., 9/7, Pe 13, Pacific Coast Col, 

To join in search for oil in southern Alberta, 

9/14, pe. 11, Pacific Coast Column 

To set un 011 museum as public relations pro= 
ect, 9/21, p. 13, Pacific Coast Colum 

Will centralize research activities in new 
$5 
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A sales of nationally adver- 
tised items at stations, tables, 11/2, p.29 
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VANDEVEER, W.W. 





*Declares tax laws, not competition forced sale 
of Allied Oil (Mergeritis) text, 8/17, p. 25 
thru 30, Vandeveer 

Asks Congress to prove its interest in competi- 
tion by studying reasons for mergers, 8/24, 
p. 21, Edit, 

*‘Michigan Petroleum Assa, resolution at meeting 
backs Vandeveer article on mergers, 9/14, 

p. 17, Dietrich 

*Mergeritis article spurs demand for tax revi- 
sion, comments, 9/21, p. 25 

Vandeveer crusade to aid small business prods 
congressmen, 9/28, p. 11, Wash, Colum 

Mergeritis story gets notice in Chicago Tribune 
& Congressional Record, 10/12, p. 20 

Asked to testify before House Judiciary Celler 
Committee on Allied merger, 10/19, p. 19 

Comments on Vandeveer's testimony before Celler 
House Judiciary subcommittee, 11/9, p. 7, 
Wash, Col, 

Tells House Judiciary Subcommittee on federal 
tax laws forcing him out of business, 11/9, 
p. 19 


VENEZUELA =— See FOREIGN OIL — Venezuela 


VIRGINIA 


Newport News city council files petition to pro- 
hibit self-serves, 9/7, p. 16 

Newport News city council rules self—serves 
safety hazard; Tankar Co, to discontinue self- 
serve operations, 9/28, p. 19 

Newport News to give final review to Tankar Co, 
appeal to get rid of self-serve ban, 9/21, 


Po 24 
Portsmouth self=-serve doubling pump capacity, 
9/7, Pe 16 


Roanoke's Roy Pollard gives town "Bargain Day" 
at self-serve, 7/20, p. 18 

State Highway dept. reports rubber mixed with 
asphalt for highway surfaces lessens skidding 
in wet weather, 12/21, p. 9, Wash, Colum 

Tidewater Automobile Assn, of Virginia im favor 
of self-serves, 7/6, p. 20 


VIRGINIA OIL JOBBERS ASSN, 





Catterton, Dave B, mamed full-time secretary, 
pic, 8/10, p. 16 


VIRGINIA OIL MEN‘S ASSN, 





*"Self-serves may portend future station trends, 
J.G. Jordan of Shell tells Assm, at meeting, 
10/26, pe 24, Patla 

Wilton, E, Craig, new pres., 7/13, p. 12, 
frontispiece 


/IRGINIA PETROLEUM JOBBERS ASSN, 
Buncutter, Robert E,, new pres., 7/13, p. 12, 
frontispiece 





VITTER, A.Le. JFe 





“California 011 Co, executive predicts 20—fold 
gain in offshore crude oil output within 
next few years, 12/28, p. 33 
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WAGE HOUR LAW — See LABOR RELATIONS — Fair labor 
Standards Act 





WARREN, DOROTHY — For articles see BARGES & BARGE 
TRANSPORTAT ION 
Barge reporter wins propeller club award, pic, 
9/28, p. 38 





WASHINGTON 
Renton bans 2 self-serves, 8/10, p, 14 
Seattle self-serve advocates seek to put sta— 
tion ban controversy on election ballot, 7/6, 
Pp. 20 
Seattle self-serve issue put up to voters, 8/17, 
Pe 41 


WASHINGTON COLUMN 

Administration tips hand on Great lakes "Tide= 
lands", 9/7, p. 11 

Bill to require Agriculture Dept, to make min— 
eral leases via competition opposed, 8/3, 
Pe 7 

British import ban may be more than result of 
Marshall plan, 12/28, p. 7 

Chapman, Oscar, Sec, of Interior, avid Fair Deal 
backers brief biography, 11/16, p. 9 

Comments on Slst Congress & Krug, 9/14, p. 7 

Comments on Vandeveer's testimony before Celler 
Committee, 11/9, p. 7 

Congress talks about helping small business but 
does little, 11/9, p. 7 

Congress won't make good on 
ise, 8/31, p. 7 

Congressional drive for biggest federal highway 
aid program in history — will set off series 
of gasoline tax hikes, 11/30, p. 7 

Co—ops aim at upping oil sales at the expense 
of indpts., 7/13, p. 7 

Democratic sponsored investi sation to smear 
Truman opposers may backfire, 10/12, p. 11 

Dept. of Justice still may be cool toward De= 
troit case, 9/14, p. 7 

Dutch next in line for CCA help in expanding 
refinery & lube plants, 10/12, p. 11 

Harris House Oil Subcommittee plan may mean end 
of OGD & Petroleum Council, 8/24, p. 7 

Ickes, Harold L, makes false claim in Mineral 
Leasing Act affecting tidelands, 8/24, p. 7 

Import ban threat seen reason for visit of Dr, 
Egana of Venezuela to U.S., 12/21, p. 9 

Indpt, tire dealer tactics may hit consumer the 
hardest (FTC discount rule), 12/7, p. 7 

Job of determining how much oil would be needed 
in event of war to be assigned to a civilian 
agency, 9/21, p. 9 

lady Maynell of British Monopolies & Restric= 
tive Practices Commission in U.S. to study 
practices, 10/12, p. 11 

levy, Walter J., headed ECA's oil branch can=— 
didly, openly, 8/10, p. 7 

Lovre, Rep, Harold, discovers govt, garage ser 
vicing official cars charges exorbitant 
prices, 12/21, pe. 9 

McGrath, Atty. Gen., follows “Three-D" trust- 
busting theme of Clark, 9/21, p. § 

Mexican oi] loan try doomed from start as fore= 
cast here, 7/27, p. 7 

Mexico loan talks continue; National Petroleum 
Council member leaves tell-tale coodling, 

11/16, Pe 9 
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Truman's moon prom 
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WASHINGTON COLUMN = Cont'd 





More oil men should sit in on civilian orien 


tation parleys, 11/23, p. 7 

Move to return to original intent of Sherman 
Act looms, 7/20, p. 7 

Murray, Senator's circuitous reasoning shown 
in thumbnail sketch on natural gas control 
question, 10/19, p. 11 

Oil industry, military already has setup to 


meet emergency (Military Petroleum Advisory 


Board), 10/26, p. 11 
Premium gasoline controversy between Nicker— 


son & Sen. Tobey crops up im Senate probe, 
7/6, pe ll 


Reeves, Frank, appointed to OGD as geological 


consultant, 10/12, p. 11 
Re jection of Carl Il¢enfritz as chairmn of 
Munitions Board raises question of assur— 


ance of competent civilian direction, 9/28, 


pe ll 

Report only 7 out of 23 oil men accept invi- 
tation to attend the Civilian Orientation 
Conferences sponsored by Sec, Defense, 
LW 7 Be 

Russians claim development of synthetic rub- 
ber, 8/3, p. 7 

Sawyer's (Commerce Sec,) plan for clarifica— 
tion of antimonopoly laws needed but it's 
a big jobs comments by Lowell Mason, 
12/14, pe 7 

Seven major oii companies representatives 
study corporate training in Washington, 
10/12, p. 11 

Socialism vs, free democracy is issue in 
Olds' renomination, 10/5, p. 7 

Timberlake, Major General, director of staff 
Munitions Board, 10/12, p. 11 

Trip to Alaska convinces newsman U,S, '¢gast 
cheap, 3/3, p. 7 

Truman bowed to pressure in supporting le— 
land Olds, 10/12, p. 11 

Truman writes letter to Jim Farley re Sen, 
O'Mahoney, 10/12, p. 11 

Truman seems set on paying political debts, 
8/17, pe 7 

Vandeveer crusade to aid smll business 
prods congressmen, 9/28, p. 11 

Virginia state highway dept. reports rubber 
mixed with asphalt for highway surfaces 
lessens skidding in wet weather, 12/21, 
Pe 9 


WEATHER RARONMET 





Time of first freeze in all states, table, 
9/14, p. 38 
WEBB, EARLE 
Former pres, Nat, Petrol, Assn, makes first 
appearance at NPA meeting since illness, 
9/21, p. 18 





WEIGHTS & \EASURES 





*Carlson, W.D., Std. Ind, tells how mobile 
calibrator unit decreases stock losses 
due to inaccuracies, 12/28, p. 36 

Handbook on weighing, measuring devices 
revised ty National Bureau of Standards, 
12/7, pe 32 

National Bureau of Standards handbook 
availabie soon, 7/13, p. 37 
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WELLS 
—“SDrake well anniversary ceremony simple but im 
pressive, 8/31, p. 17, Wollstadt 
Drake well 90th amniversary to be celebrated 
at elaborate program, 8/24, p. 17 
Texas Railroad commission to renew campaign 
against gas flaring, 8/10, p. 5, A of N 


WELLS, JOSEPH B. 
Analyzes failure of summer fill discounts, 
9/75 Po 2 





WERLY , GLENN 
*Socony—Vacuum retail mgr, selects what TBA items 
should be sold at service stations, list 
pic of Werly, 8/3, p. 23 (#1 ina series} 








WEST VIRGINIA 
Plans gasoline tax drive against trucks, 8/31, 
Po 52 





WESTERN OIL & GAS ASSN. 

Backs Oil Progress Week aims, 8/10, p. 59 

Reports ordinance changes by 3 cities in Calif, 
affecting oil industry, 8/10, p. 11, Pacific 
Coast Colum 

Sets up marketing ordinance committee to handle 
municipal ordimance matters in Calif., 7/20, 
po ll, Pacific Coast Colum 

Special committee will tell public about ses- 
mic operations off Calif. Coast, 11/23, poll, 
Pacific Coast Colum 

Taylor, Pres,, strikes back at criticisms of 
oil industry on smog issue, 12/7, p. li, 
Pacific Coast Col, 





WESTERN PETROLEUM REFINERS ASSN. 
Two one-day regional meetings set by WPRA, 
9/14, p. 52 





WESTLAND OIL CO. 
Survey shows propane has slight edge on oil for 
heating in North Dakota, 9/268, p,. 11, Mid— 
west Column 





WHERRY. SENATOR — (See also FEDERAL GOVERNMENT — 
Committees, Senate Small Business Committee 
Whe 
Believes permanent Senate Sml1l Bus. Committee 
may be approved, 7/13, p. 5, A of N 
Sees no OK for oil imports curb, 11/23, p. 14 








WHITE, J. H. 
Defends jobbers on fuel oil summer fill, 8/31, 
Po 14 





WHITMAN. WALTER G. 
*Suggests program for meeting emergency needs 
at Fuels of Future forum at API anaual meet— 
ing; partial text, 11/16, p. 23, Guthrie 











WILLIAMS, JOHN, Sen, 
*Introduces amendment aimed at co-ops tax 
exemption, 8/10, p. 17, Patla 





WILSON, DR. ROBERT E, 
Std. Ind, board chairman says fundamental re— 
search one of API's important activities, 

at API annual meeting, 11/16, pv. 17 
*Urges cut in 1950 imports of oil, 12/7, p. 16 





WEL = WOO 
YEL = YUG 


WILTON, E. CRAIG 





Virginia Oil Men's Assn. pres., 7/13, p.12, 
frontispiece 


WINTER CHANGEOVER — See MARKETING — Winter 
Changeover 





WISCONS IN 

Self=-serves OK'd by Industrial Commission; 
but wait for spring to begin operating, 
8/10, p. 5, A of N 

Self-serves rated safer than conventional 
by insurance company, 7/27, p. 15 

Self-serves termed safer as Wisconsin gives 
them OK, 7/20, p. 9, Midwest Colum 

*Text of regulations under which Wisconsin 
gives self-serves gomahead signal, 7/20, 
p. 18 


WISCONSIN PETROLEUM ASSN, 
Debates whether or not to convert to co-op, 
7/27, Pe 18 
First trade assm, in state to take out group 
life insurance, 8/3, p. 9, Midwest Col, 
Studies plan to go co-operative, 7/6, p.18 





WOODS OIL Co, 
Johuson, L.A., new pres, Florida Imdpt, Oil 
Jobbers Assn,, 10/5, p. 12, frontispiece 





YELLOTT, JOHN I. 
Reports research progress on gas turbine, 
8/17, po 59 





YOUNG JOBBER SKETCHES = See JOBBER SKETCHES 





"YOUR STAKE IN CONGRESS® — See FEDERAL GOV— 
ERNMENT = Congress 





YUGOSLAVIA =— See FOREIGN OIL = Yugoslavia 
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